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A d v ertisin g B aten in D aily B eco rd -l'n io n . 
One Square, 1 time.......................................................fl 00 
One Square, 2 times 
.......................... 
J 7$ 
One Square, 3 times........................................................2 50 
Each additional time................................................... 50 
1 Week. 2 Weeks. 1 Month 
Half Square, 1st page..........£2 50 
$3 50 
#5 00 
Half Square, 2d page............3 50 
6 00 
8 00 
Half Square, 3d page.............3 00 
4 50 
6 00 
Half Square, 4th page.......... 2 00 
3 00 
4 00 
One Square, 1st page 
3 50 
5 00 
7 00 
One Square, 2d page 
5 00 
7 00 
10 00 
One Square, 3d page 
4 00 
6 00 
8 00 
One Square, 4th page....... 3 00 
4 00 
6 00 
Star Notices, to follow reading matter, twenty-five 
©ents a line for each insertion. 
Advertisements of Situations Wanted, HousestoLet, 
Society Meetings, etc., of five i.ineh or less, will be 
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TO E W EEKLY UNION 
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Literary Journal published on the Pacific coast. 
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N 
OTICE-DRAIN AND IRRIGATION TILE— 
Parties wishing to use this tile can find a prac­ 
tical man, with a first class machine, to make pot­ 
tery tile cheap on their farms. For particulars ad­ 
dress CARL STROP.bL, 821 J stieet, Sacramento, 
jl 6tkW2t* 
F 
u r n i tu r e w a n te d - w e w ill p ay 
one third more for Household Furniture, 
Stoves, Carpets, etc., than any other cash 
buyer. 
POSKA & LEVY, 
422-lm 
No. 808 J street.% 


T O FA R M ER S. 
W 
E HAVE ON HAND SOME FIRST-CLASS 
American and Canadian Ranch Hands, who 
understand the business in all its branches—like­ 
wise Male and Female Help f-r Hotels and Families. 
Branch office in San Francisco, where we can pro­ 
cure all kinds of help at the shortest notice. Apply 
to HOUSTON & CO.’S Employment Office, Fourth 
and K streets, Sacramento. 
aulS-lptf 
TO LET OS FOR SALE. 
Advortiscm^u«3 of five lines in this depaxtment arc 
Inaertcd tor it'ceata for one tim e; three times for DO 
oents or 75 oents per week. 
B 
e a u t i f u l su n n y s u ite ; o r s in g le 
rooms, nicely furnished, either to gentlemen 
or gentleman and w ife ; convenient to State Capitol; 
private family. Apply No. 310 M street. d30-lw 
F 
o r $!o,ooo y o u c a n b u y a w e ll ¿g* 
improved farm in Yolo county of 820 
acres ; 160 acres arc sewn in wheat on sum­ 
mer-fallowed land ; 9 head of horses, 1 cow, 20 hogs, 
4 dozen chickens, 1 two-inch header wagon, 1 header 
wagon bed ; one half interest in a good header ; 1 
mowing machine, 1 rake, 1 seed-cleaner, 1 Eureka 
gang plow’, one 6V-toothed harrow’, 1 buggy, 10 cords 
wood, 3 set* double harness, 10 tons hay, 80 sacks 
barley. For particulars inquire of J. F. HILL, 1307 
J street, Sacramento, California. 
cJ30-ti 
T 
O RENT-A FURNISHED HOUSE CON­ 
taining 5 rooms, with bath and closets. L- 
Will be rented on reasonable terms. Apply 
at No. 1502 O street.______________[B. C.] c!28-tf 
T 
O RENT-A SUITE OF FINELY FURNISHED 
front rooms, with all modern improvements; 
bath, ¿as. etc. lnquiie over D. O. Mills’ Bank, 
Second and J streets 
d2S-2w 
A Y O O M S ! ROOMS I—CLUNIE BLOCK, EIGHTH 
X%/ and K street*. Nicely Furnished, Sunny 
Rooms ; single or in suites. The beat rooms in the 
city. Prices reasonable. Strictly first-class. MRS. 
L. H. GRICE, Proprietress._______________ d27tf 
P 
LEASANT ROOMS -A HANDSOMELY FUR- 
uishedbuite of pleasant rooms, with board, can 
be procured only four squares from the Capitol, at 
the northeast corner H and Eleventh streets.d27*lw 
TJIURNISHED RGOMS-NEW AND NICELY- 
JT iurnished rooms, with new furniture, single and 
(n suites. Lewis Building, southeast corner Fifth 
and J streets. 
To let on reasonable terms to re­ 
sponsible parties. 
_______ 
d7-lm* 
O 
R LEAN 3 
HOTEL - FIRST - CLASS 
FUR- 
nlshed and unfurnished rooms to let to gentle­ 
men or families by the day, week or month 
1018 
Second street, betweon J and IÍ. MRS. H. W. OGG, 
Proprietress_______________________________n2-tf 


ROOMS SUITABLE FOR LEGISLATORS. 
S 
UITE OF FLEASANT ROOMS, HANDSOMELY 
furnished, and also desirable single rooms, in a 
home like, quiet i>l&C3. Apply No. 224 J street, be­ 
tween Second and Third (south side). 
d30-lw* 
L O T A N D H O U SE FOR SALE. 
A 
LOT, 160 FEET SQUARE, WITH A 
Frame Cottase, fur 
For terms 
and particulars, inquire of CARL STROBEL.l__ 
the Broker, No. 821 J street, Sacramento. d271w 
f 
t 
F O B S A .I .X 1, 
T 
h e l a t g e a n d e le g a n t f r a m e .* ^ 
DWELLING, containing 12 rooms, in B ill 
rood condition, situated at No. 713 H street, JBnL 
between Seventh and Eighth; lot 42x150. This 
residence is desirably and centrally located in the 
fashionable part of the city, und will be sold at a 
low price and on easy terms. Apply to 
C A D W A LA D E R & PAR SO N 8. 
d28- 
T h ird an d .1 Hlreet*. 
MONEY TO LOAN 
O 
N REAL ESTATE, AT A LOW RATE OF LN- 
^^^*S^^^PET£RJBOHI^K!^J^streeLjil7-ti 
LAGER BIER 


BOCA 
BEER 
EXCHANGE, 


EJTHE CELEBRATED BOCA [LAGER 
411 J STREET. 
£LEB 
Beer we sell on draught, 
5 C ents per Glass. 
Fine stock of Liquors, Wines and Cigars. The 
Lunch Bar contains the finest dishes of the season. 
U S ' Large Bottling Establishment. Ordei's for 
trade and family use will be promptly attended to. 


O LA USS & W E R T H E IM , 
Sole Agenta (or the Boca Brewing Company for Sac­ 
ramento. 
oSl-4r3m 
C I T Y 
B R H W 
J Q K 
C 
ORNER TWELFTH AND H STS, 
Sacramento. We have Just put into 
our establishment the latest improved ___ 
«team machinery, bv which the finest quality possi 
ble of beer is made, and which we sell at the 
LOWEST RATES. Delivered to any point in the 
dty free of extra charge. Country order* solicited 
and promptly filled. 
a25-4ptf FRANK RUH8TALLER & SCHULER. 


CITY RAILWAY 


K 
O 
T 
I O 
B 
. 


®n 
a fte r JANUARY 1. 1883, th e re 
w ill be NO TRANSFERS USED. Passengers 
w ill be tra n sfe rre d from e ar to e ar by th e 
d rlv e c . 
K. S. YAREY A SON». 
d27-6t 


STAR MILLS AND MALT H O U 8& 
NEFBOFKG A LACKS, 
N 
OS. SO. 62 AND 54 FIFTH ST., SACRAMENTO 
dealers in Produce and Brewers' Supplies, Man 
ufacturere of Malt and all kinds of Meals; Oatmeal 
Cornmeal, Cracked Wheat, Graham Flour, Buck 
wheat Flour, etc. New Grain Bags for sale Agents 
or Buckevs Mills Flour Marysville. 
anlT-lp 


NOTICE. 
T 
h e a n n u a l m e e tin g o f t h e s to c k ­ 
holders of the Capital Gas Company, for the 
election of Directors for the ensuing year, and for 
the transa.tion of such business ss may be brought 
before the meeting, will be held at the office of the 
Company, in the city of 8¡>cr«nento, on MONDAY, 
'A.’> 15th day of January, 1883, at 12 o’clock M. 
’ ¿15-1 m__________C. H. CUMMINGS, Secretary. 
CALCIUM LIGHTS. 
G 
e o rg e b in o a y c a n f u r n is h a s fin e 
lights as oan he had on the coast, for balls, par­ 
ties, stige and other purposes. Residence, Odd Fel­ 
lows’ Hall, Room 2. 
dll 4plm 


HALE EE0S. & 00. 


STOP! 
THINK! 
ACT! 
Stock-Taking! 


G 
t K 
E 
A 
T 


CLEARANCE 
S A L E ! 


MONDAY, JANUARY 8,1883. 


Men’s and Beys’ Overcoats. Men’s and Youths’ tnits. 
Boys’Snits (Goat. Vest and Long Fants). 
Boys’ Snits (Jacket and Knee Pants), 
. 
Men’s Short. Heavy Chinchilla Coats, 
Men’s Duck, Bianket-Linel Coats. 


Men’s Underwear. Men’s Overshirts. 
Men’s Gray or White Shaker Wool Socks, 10 Cents, 
Gloves, Hose, Etc,, Etc. 


Men’s Heavy Wool Hats, 75 Cents. 
Men’s Extra Heavy Wool Hats, 90 Cents. 
Men’s Extra Heavy Wool Hats (Extra Quality), SI. 


Call Early and Take the Advantage of an Oppor­ 
tunity. Procrastination is the Thief of Time. 


SPECIAL ATTENTION GIVEN ORDERS FROM TH E COUNTRY. PR IC E LIST M AILED 
FR E E TO ANY ADDRESS SENT Tg. 
HALE BROS. & CO, 


829,831,833,835 E street, 


1026 
NINTH 
STREET, 
SACRAMENTO. 


MISCELLANEOUS. 
Palmer & Sepulveda, 
D E Ü G G I 8 T S , 
Northeast Corner Second and K sueets, Sacramento. 


Special attention given to Compounding Prescriptions—w - f d 
curacy and absolute purity guaranteed. 
9 
Christmas Presents! 


Toilet Oases, 
Purses, Card Oases, 
Illuminated Note Paper,N 
Promenade Bags, Portfolios/ 
Paper Knives, Cigarette Oases, 
Cigar Cases, Magic Charm Pencils, 
OEBSSTMAS ♦ CARDS 
Glove and Handkerchief Gases, 
Fancy Inkstands, Gold Pens, 
/Letter Cases, Book Marks, 
.AshHoIders, Checkers, 
Scrap Books, 


U C M B U O . 


Blocks, 
Games, Toys, 
Christmas Heticules, 
Chromos on White Satin, 
Autograph and Photograph 
, 
'Albums, Etc», Etc. A large Stock of 
C E O IC B • B O O K S 
* f n ftndJess variety, 
For Javeniies and Adults, in 
pape& cloth, and rich 
* leather bindings. 
xP ^ c i f l c - C o s ^ : l h a r i e s , 
3 * 


208-210 J STREET. 


DR. M E R R IM A N ’S FRAGRANT 


K 
A 
L 
L 
I 
O 
D 
G 
N 
T 
FOR BEAUTIFYING AND PRESERVING THE TEETH . 
For S ale by all D ruggists: 
SAM FEAMCISG0 CARDS. 


SAN FRANCISCO 
Business Directory 


A G R IC X JIiT ü R A Ii IM P L E M E N T S 
B ak er A IV am tlton—Importers of Agricultural 
Implements and Hardware; Agents of the Benicia 
AgrM Works. Junction Market, Pine and Davis ets. 
G eorge a . Davf* A Co.—Manufacturera’ Agente, 
327 and 829 Market street. 
ARTISTS. 
H onsew ortb—Optician and Photographer, No. 12 
Montgomery street. Established in 1851. 


BUSINESS OOLLEQE8. 
Pacific B usiness College a n d T elegraphic 
Institute—(Life Scholarship, for full Buslneas 
Course, $70). W. E. Chamberlain Jr., and T. A. 
Robinson, Proprietors, No. 320 Poet street, oppo­ 
site Union Square, S. F., Cal. Send (or Circulare. 
CARRIAGES AND WAGONS. 
S ta d eb a k e r B ros. M an u factu rin g «’« .—Re­ 
pository, 31 Market street. A. H. Isham, Manager. 
DRUGS, CHEMICALS. 
J u s tin G ales.—Pioneer Druggist, removed to 722 
Montgomery St., S. F. 
Country orders solicited. 
HATS. 
C. H e rrm a n n A Co.—Manufacturers _and Im­ 
port, 
hats 


FRUITS, SEEDS AND PR0DU0 ¡. 


D. DEBERNARDI & CO. 
Nos. 308 an d 310 K St., S acram ento, C al., 


W HOLESALE AND RETA IL DEALERS 


Tropical, California and Oregon 


FRUIT, NUTS, PRODUCE, 
B a tte r, P o u ltry , Eggs, H oney, V egetables, 
F ish , O ysters, E tc. 


-rtera. No. S36 Kearny St., near Pine. The finest 
at the lowest prices. Factory: 17 Belden St. 
HARDWARE, IRON, STEEL, ETC. 
C aro Inn, Cory 4k Co.—Importers of Hardware, 
Iron and Steel. Agents for tho Pittsburg Steel 
Works, Northwestern Horse Nail Company, and 
Southington Cutlery Co. Nos. 120 and 122 Front 
street, and Nos. 117 and 119 California street. 
H aw ley Bros.* H a rd w a re Co.—Importers of 
Hardware and Agricultural Implements, Nos. 301, 
80*, 806, 907 and 809 Market street, Sao Francisco. 
RESTAURANTS. 
S w ain’s F am ily B a k ery a n d D ining 
Saloon—No. 830 Market street. Wedding cakes, 
los cream, oysters, Jellies, etc., constantly on hand. 
Families supplied. 
RUBBER AND OIL GOODS. 
T he G n tta P e rc h a a n d R a b h e r M anafaet- 
uring Company—Manufacturers of Rubber Goods 
of every description. Patentees of the celebrated 
" Maltese Cross Brand” Carbolized Hose. Corner 
lin t and Market streets. J. W. Taylor, Manager. 
STATIONERS, PRINTERS, ETC. 
■. i , C rack er A Ca.—Importing and Manufact­ 
uring 8tatloners. Printers and Lithographers, Noa 
118,217 and 219 Bush street, shove Saneóme. 
SAORAME-NTO REOORD-UNION. 
g an F rancisco Office, Ha. 8 New M ontgom ­ 
ery street (Palace Hotel).—J. H. Pl-arpe. Agent. 
G. GRIFFITHS, 


PENRYN 
BEASITEffOEKS 


PENRYN. CAL. 


BEST VARIETY ANB 
Largest Quarries n the 
: Coast Polished Granite 
Monuments,Tombstones and Tablets made to order. 
0 - G ran ite B a lld ln g M ane C at, D ressed 
■■j P o lish ed to a rd e r 
oll-lpOm 


W 
E DO NOT TRAVEL, AS THE HEAVY Ex­ 
pense must somewhere fall upon the goods, 
and as it is to the mutual interest ot buyer and seller 
to avoid unnecessary expense, we »Bk that if we do 
not trouble you by calling upon and importuning 
you to buy when you want nothing, that when you 
are in want of goods you will please send your orders 
direct to us, either bv mail or telegraph, and we 
K 
ledge our best efforts to fill them as satisfactorily, 
oth in quality and price, as if selected in person. 
s28-lptf 
A Hoossr. 
s. sm o a . 
S. GERSON & C O , 
KNXRAL COMMISSION MERCHANTS, AND 
Dealers In 
Imported and D om estic Fruits, Vegeta» 
bles, N ats, Etc.- 
No. 220 J street, between Second nd Third, Bacis. 
manto. 
si-lm 
G 


W I L L I A M M. L Y O N , 
(Successor to LYON A BARNES), 
COMMISSION MERCHANT 
aim WHOLKSALB DRAPER IS 
P 
R 
O 
D 
U 
C 
E 
, 
NOS. 117, 119 AND 123 J STREET. 
__________________o21-lptf 


FR U IT DEALERS, 
j a v A ' A u a t x o w 
t 
S AVING BEHOVED TO MORE COMMODIOUS 
premises, we have enlarged our stock. We 
you cho e Apples, free from worms, Lemons, 
Limes, Oranges, Driod Fruits, Nuts, Dates, Canned 
Goods, etc., at very low prices. 
M. T. BREWER A CO., 
100« to 1010 Second street, between J and K, Sacra. 
men to. 
au22-tt 


W . R. STRONG & C O , 
Wholesale Commission Merchants 
IBS D SAZJD) IH ALA sums or 
CALIFORNIA GREEN AND DRIED FRUIT* 
NUTS, HONEY, SEED 
And General Merchandise. 
SET All order* promptly attended to. Address I 
W. R. STRONG A CO., 
eu8-lplsa 
Ncs. 6, 8 and 10 J street Sacramento 


PIKE & YOUNG, 
CARRIAGE MANUFACTUR- 
ere, corner of Fourth and 
L streets, Sacramento, have on 
hand the largest assortment of 
Carriage», Wagons and Buggies to bo found In Sacra 
mtnto, which they will sell at very low rates. 


MISCELLANEOUS. 
PACIFIC SLOPE. 
Rescued from the Jaws of 
Death. 


V erdict of T housands. 


Mr. R. W. Thuds, of Milton, Penn., writes, No­ 
vember 16, 1882 
“ Inelosed please find postal order for five dol’ars 
and twenty-five cents, for half a dozen bottles of 
Hunt’s Remedy. I keep a grocery here, and can sell 
more of your medicine than auy drug store, as I 
recommend it to all afflicted with Kidney Disease or 
Dr psy. I tell them that, if they have life enough 
to s» *i ovv it, i; will trise them from the dead for a 
fact; f r it did raise me from that slumbering sleep, 
and, a.t’.i ugh this was over three years ago, I have 
had no Kidney trouble since. Like the woman in 
Scripture, I had recourse to many physicians, and 
grew nothing better, but ever worse. But, thanks 
to Hunt b Remedy, 1 am raised as one fiom the 
dead.” 
T he M od S k ep tical C onvinced. 
Thousands feel a thnll of joy whenever they gaze 
upon the rasgic words, “ Hunt’s Remedy,” for it is 
the best Kidney and Liver medicine ever known, 
and it recalls to memory the blessings it has proved 
to them. It is a positive remedy for all Diseases of 
the Kidneys, Bladder and Urinary Organs. The 
proprietors’ names should be written in letters of 
gold, for few men have done so much for their suf­ 
fering fellow-being*. One trial will convince the 
most Ek2ptical, cau ring them to proclaim to all their 
frieuds the many virtues of this great medicine 
The demand increases as it becomes known, and 
where it is best known the sales are the largest. As 
Mis. Browning says, “ Great is he who uses his 
greatness for all.” Tais is what the proprietors of 
Hunt's Remedy do. Their great medicine is for all. 
—Cor._______________________nClyM WFtfcawly W 


TRUE 
Temperance 


Is not signing a pledge 
or taking a solemn oath that 
cannot be kept, because of 
the non-removal of the cause 
—liquor. The way to make 
a man temperate is to kill 
the desire for those dreadful 
artificial stimulants that car­ 
ry so many bright intellects 
to premature graves, and 
desolation, strife and un­ 
happiness into so many 
families. 


Itisafact! B row n’s I ron 
B itter s, a true non-alcohol­ 
ic tonic, made in Baltimore, 
Md.,by the Brown Chemical 
Company, who are old drug­ 
gists and in every particu­ 
lar reliable, will, by remov­ 
ing the craving appetite of 
the drunkard, and by curing 
the nervousness, weakness, 
and general ill health result­ 
ing from intemperance, do 
more to promote temperance, 
in the strictest sense than 
any other means now known. 
It is a well authenticated 
fact that many medicines, 
especially ‘ bitters,’ are noth­ 
ing but cheap whiskey vilely 
concocted for use in local 
option countries. Such is 
not the case with B ro w n’s 
Iron B itte r s. It is a medi­ 
cine, a cure for weakness 
and decay in the nervous, 
muscular, and digestive or­ 
gans of the body, produc­ 
ing good, rich blood, health 
and strength. Try one bot­ 
tle. Price ¿1.00. 


SADDLERY and HAHNESS. 
No. 610 K street, Sacram ento, C al., 
JOHIMT. STOLL, 
P R O P R I E T O R . 
Man ufacturer 
of the most 
s uper i or 
quality and 
s t y l e 
of 
8 A DDLES 
H A RNE-sS, 
COLLARS, 
SA D D L E 
T R E E S , 
of a large 
v a r i e t y , 
w h i c h are 
a l w a y s 
guaranteed. 


Importer and 
Jobber of a 
Select Stock 
of S A D ­ 
D L E R Y 
11 A R D- 
W A R E , 
BUGGY' 
R O B E S , 
H O R S E 
BLANKETS, 
BUGGY and 
O T H E R 
WHIPS, etc. 
T ry STOLL'S PATENT COLLAR; it is the 
best in the country. 
Also, send for STOLL’S PATENT HIP STRAP 
BUCKLE AND STAY, which prevents the hair in 
horses’ tail from catching, holding fast and pulling 
out. Address P. O. Box 54. 
nl lplm 


WTLC0L&WHITE ORGANS 
— —IT WARBROOHS OT 


•« . 859 J m e e t, .........................S acram en ta 
a®" Sold on the installment pian. Orden for 
TUNIXO cmtnmlT attended to. 
»u?n lnlm 
SACRAMENTO SEMINARY 


Ik e N ext T erm o f S acram ento S em inary 
•^WILL sxeis---- 
WEDNESDAY, JANUARY 3. 1883. 
T 
WO CUSSES WILL BF. FORMED IN THE 
Primary Department, corresponding to the 
Eighth and Seventh Grades of the Public Schools ; 
advancing in the game order, and giving ape- ial 
instruction in Sentence Making, French, Vocal Music 
and Drawing. 
. 
T erm s ta r th ese C lasses, $7 p e r m o n th . 
Hostb : From 8:30 a. u . to 12 u. 
MRS. H. PERRY. » „ . , , 
d29-2w_________K. V. DARLI.VG, f Pnnc-psls. 
T H E -------- 
BERKELEY GYMNASIUM, 
A First*I lass B o ard lo g School fo r P u p ils 
o f B oth Sexes. 
T 
h e c la s s ic a l, s c ie n tific , l i t e r a r y 
and Business Courses are all under charge of 
thoroughly cemp-tent teachers, graduates of the 
best American and Foreign Universities. French, 
German and Span’sh tnught bv native Professors 
Graduates of this school have ta’ken the highest po­ 
sitions at tho Universities. Location the most beau­ 
tiful and heapbv in the State. Next term will 
begin January 3. 1883. For catalogues apply to 
d20 2w GEORGE BATAS, Principal, Berkeley. 


S u d d en D eath In P la ee rv llle —A S how er 
o f M ad la F resn o —F o rta n a te A bsence 
o f a F em ale T eleg rap h O p e rato r from 
H er Poat — T he N evada L eg islatu re 
L aw -b reak in g a t I be N o rth ern P acific 
F ro n t—M eeting of D a iry m e n -F a rm e r» ’ 
C anal C om pany— 9an F raaelseo M oney 
M a rk e t-F ire In S ntro T u n n el—E tc. 


(SPECIAL D1SPATCHKS TO THX BiCOSD UH10H.) 


CALIFORNIA. 
Sensation In a san Francisco Court. 
S an F ran c isc o , January 2d.—Much ex­ 
citement was occasioned this morniDg cn 
opening Departui-nt Five of Ihe Superior 
Court, when Judge Hunt stated that he had 
been notified by counsel for defendant in the 
case of Liwis vs. McCarthy, involving pos­ 
session of certain horses, that an attempt bad 
been made by twe jurors engaged in the trial 
of the case, then pending before the Court, 
to defeat the ends of justice, at the same 
time naming the twe—Joseph E. Selleck and 
M. P. Howe. Judge Hunt, on his own mo­ 
tion, continued farther hearing of tha case, 
and ordered Howe's name to be stricken from 
the roll. He then ordered evidence taken in 
regard to the charge. The testimony went to 
show that SeJleck bad offered to Bell his vote 
for 3200, representing at the time that the 
other side had offered $1,000. The Court de­ 
nounced in severe terms Selleck’s action, and 
held him to answer the charge in the sum c f 
$5,00(1. 
T he San F rancisco M oney M ark et. 
S an F ran c isc o , January 2d.—Money paid 
upon taxes in December is now getticg 
back into circulation through the various 
municipal departments. The demand orens 
quietly. Indications point to increased in­ 
quiry this year. Rates are unchanged, but 
rather firmer. Eastern exchange has de­ 
clined very materially. It is possible to do 
even better than our quotations call fur. 
Fine silver shows some improvement. 
Sales have been actually mado tc-day at the 
inside rate. Call loans on first-class security 
are noted at 5(5.7 per cent, and the ex­ 
tremes for commercial loans aro 7@9 per 
cent. Mortgage paper is taken by the savings 
banks at 6@9 per cent., and the borrower 
relieved of all obligations for taxes to the ex­ 
tent of the lien on his property. Drafts on 
New York sell at 15(510 cents premium per 
3100 ; telegrams on do, 25 cents per $100 ; Lon­ 
don exchange, 49J@49J i for bank bills, 
and 50@50¿d for commercial; refined silver. 
15@15i per cent, discount; Mexican dollars, 
85@86s apiece, nominal. 
A Severe Full—Body Identified—Supreme 
Coart. 
S an F rancisco, January 2d.— Robert 
Davis met with a heavy fill this evening near 
the corner of Washington and Montgomery 
streete, and badly fractured his leg. 
The body of the sailor which was found 
Monday morning in the hay has been identi­ 
fied ss that of John Jurisen, a native cf 
Russia, 33 years old. He was one of the 
crew ot the Echooner Rebecca. 
Applicants for admission to the bar will be 
examined by the Judges of the Supreme Court 
next Monday, following which the calendar 
of appeals in criminal casesjwill be taken np. 
Crookedness In Hie Office of Ihe Connty 
Clerk at Oakland. 
S an F rancisco, January 21.—Abont noon 
to-nay the ducovery was made in the office 
of County Clerk Ryder, of Oakland, that a 
large number of bogus warrants had been 
issued on the general fund of Alameda coun­ 
ty, M. P. Kay, Rider’s deputy, who was 
present when the discovery was made, and 
who had charge of the books of the office, 
said he would look into the matter as soon 
as he returned from dinner. Kay left the 
office, but did not make his appearem-i at all. 
A warrant f ir the arrest of tne deputy has 
been issued, but up to a late hour be had not 
been found. The total number of bogus war- 
ran’s issued is 13*5, and the total defalcation 
reaches $10,200. Most of the warrants are 
¡u the hands of the Oakland Bank of Savings. 
Dairymen’s Pro.eellve Association. 
P etaluma, January 2d.—The fourth meet­ 
ing of the Dairymen’s Protective Association 
for Sonoma and Mario convened here yester­ 
day. An Executive Committee of five, con- 
siating of President I. R. Jewell, Vice­ 
President H. Lawrence, Secretary D. S. 
Dickson, Treasurer H. P. McCkave and L. 
Pedrigirr, was appointed, and the organiza­ 
tion is now in good running order. The 
membership roll was augmented by many 
new signaturer, and the Association bids fair 
to take in ail interested in the production and 
sale of genuine dairy products in Sonoma 
and Marin counties. There are three local 
organizations in Marin county—at San Ra­ 
fael, Nicjsio and Olema. 
Dropped Dead. 
P la c e r v illf . January 2J.—G. A. Brown, 
a tailor, while Bitting in a chair in a saloon 
this evening, dropped dead. Cause, heart 
disease. 
iDjnred by a Fall—ghower of Had. 
F resno, January 2d.—Honrv Grosjean, 
the accredited agent of the French Industrial 
Department, who arrive! on last evening's 
train from Ssn Francisco, met with an acci­ 
dent that will coafine him to his bed for sev­ 
eral weeks. He fed into an excavation for a 
cellar, receiving a sprained ankle. Mr. 
Grosjean stopped over at Fresno under 
orders from his Government to investigate 
our facilities for vine growing end wine 
making, and our stock and agricultural re­ 
sources generally. 
A show of mud fell in this section yester­ 
day afternoon, covering everything with a 
light coating of gray sandy mud. As the 
atmosphere has been perfectly quiet for 
weeks, it was bard to determine where the 
sand came from. 
Tire F arm ers' C anal C om pany. 
Merced, January 2d.—Eleven hundred 
shares of the stock of the Farmers’ Canal 
Company was sold here on Saturday last to 
C. II. HiiffmsD, of this town, and Charles 
Crocker, President of the Southern Pacific 
Railroad Company. The whole nnrnber of 
shartB cf the canal company Is 1,574, valued 
at $80,000. By this purchase they have se­ 
cured two-thirds of the stock, and will pro­ 
ceed at once to enlarge and extend the canal, 
and turn the water ready for irrigating all 
the valley from the foothills to the San Joa­ 
quin river, and between the Merced river and 
Mariposi creek. The enterprise will give a 
greater impetus to budness in Merced cnunty 
than anything that has ever taken place, not 
even excepting the building of the railroad. 
Violent .Sand storm. 
B akersfield, January 2d.— The sand­ 
storm, which commenc’d Sutdiy night and 
concluded this morning, was the most severe 
ever known in this county. The railroad 
track was greatly obstructed with drifting 
saDd, and a passenger and freight train col­ 
lided in a sand drift near Paso Creek station. 
The telegraph did not work, and the air was 
bo thick that it was impossible to see more 
than thirty feet ahead. 
A F o rta n a te A bsence. 
S an B u e n a v e n tu ra , January 2d.—Dnring 
the storm yesterday the lightning followed 
the wire into the telegraph office, making a 
lond report, and thence through the ground 
wire passed off comparatively harmlessly. 
Fortunately the rpsrator was not at her desk 
at the time, and tne only damage done was 
the melting of a portion of the braes work on 
the switch. 
T he W eath er In a S o utherly D irectio n . 
M e rc ed , January 2d.—The rainfall yester­ 
day was .16 of an inch, ,13 of an inch for the 
storm, and 3.40 laches for the season. 
_ S an B e rn ard in o , January 2d.—The morn­ 
ing has opened np with a pleasant shower, 
which bids fair to last and give us a good 
wetting down. A large amount of enow has 
fallen on the mountains, 
_ Los A n g e le s, January 21.—The rain con­ 
tinued at intervals nntil this evening, .60 of 
an inch failing. The weather is now clear 
and bright. 
____________ 
ARIZONA. 
E scape o f B u rg lars—D eath on a n E m i­ 
g ra n t T ra in . 
Tucson, January 21—Two burglars, named 
Wm. Davitt and Florence SnUivan, broke 
j ail last night at 7 o’clock. When tho jailer 
opened the door of their cell to pnt a trusty 
inaide, they knocked him down with a stick 
of wood, breaking bis nose. They then ran 
down into the yard, and, getting on a wood 
pile, reached the top of the wall snd dropped 
on the other side. .Since then they have not 
been seen. They had but a short time before 
been brought from Los Argeles on a charga 
of burglarizing a watchmaker’s Bhop. 
Miss Addie Hall, aged 21, a native of Illi- 
noi", died to-dsy at Pantano, on the em'crant 
train, suddenly. She was being taken by her 
parents to southern California for her health. 


NEW M EXICO. 
R esidence B u rn ed . 
Las \ egas, J anuary 2d.—Early this morn­ 
ing the residence of M. Friedman, a wealthy 


wool buyer, was destroyed by fire. The 
family narrowly escaped with their live», 
Loss, $12,000. ______ 
NEVADA. 
• 
D ied front ra ra ly sls. 
V irginia, January 2d.—Conrad Brown, of 
the boot and shoe firm of Brown & Tassel, 
suffered a stroke of paralysis yesterday, which 
resulted fatally. 
F ire In tb e S afro T u n n el. 
V irg in ia , January 2d.—At seven o'clock 
yesterday morning a fire was discovered in 
the north braech of the Sutro tnnnel. Su­ 
perintendent Patton disconnected the com­ 
pressed air-pipe at the smface and at the 
1,750-foot level water was turned into the up­ 
per end, and the pipe and hese attached to 
the lower end, when men advanced into the 
drift, driving the smoke back with a stream 
from the hose. It took abont three hours to 
drive the smoke hack, the fire being at a point 
300 feet north of the C. and C. shaft-; but 
when tbe firs was finally reached, it was 
quickly extinguished. It burned ont thirteen 
sets of timbers and the drain boxes that ran 
along the side cf the drift. The fire was all 
out by three o’clock this afternoon. Work­ 
men are patting in new drain boxes and mak­ 
ing the repairs. The Sutro tnnnel miners 
left off work in the taonel yesterday after­ 
noon at four o’clock. When they came to 
work this morning they discovered the fire 
and sent word up to the C. and C. shaft to 
Patton. How the fire originated is not 
known. Patton and his men did good work 
in putting it ont so soon. In driving the 
smoke back they were tronbled by its moving 
along over the logging of the roof BDd getting 
behind them, otherwise they would have 
reached the fire sooner. Tbe fire has stopped 
bo work. 
T he L egislature. 
Carson, January 2A—The bill to appro­ 
priate $65,000 passed by the House yesterday 
for legislative purposes, was cut down to 
$55,000 in the Senate. An attempt was made 
by the Democrats to dispense with the eervices 
of chaplaiop, but the resolution was beaten 
in both Houses. 
W as It M a rd e r, o r H uleide ? 
E ureka, January 2d.—Profound excite­ 
ment was caused by the discovery cf the 
d^ad body of George P. McConkey this 
morning at 3 o’clock at Hamilton, in his 
office of County Treasurer cf White Pine 
connty, in which he also transacted business 
ss agent for Wells, Fargo & Co., and for 
Gilmer & SauLburj’s southern stage line 
from Eareke. Tho body was found with a 
pistol shot through tbe hesrt, and lyirg be­ 
tween the county safe and that of Welle, 
Fargo & Co. Tne former was wide open, 
and the latter shut and the combination on. 
Abont $40 in coin was scattered on 
the door. Public opinion is divided as 
to whether the act was murder or 
suicide. The only weapon found was Me- 
Conkey’s own pistol, which lay a few feet 
from his body with ooe chamher empty and 
containing the shell cf an exploded cartridge. 
No note was left behind by deceased. Me- 
Conkey has for three terms served as Treas­ 
urer of White Pine county, being def«ated 
for re-election in November. He has erj yed 
tbe highest reputation every way. and his 
death is a great shock. The deceased leaves 
a wife and two little children without imme­ 
diate support. 
A later dispatch from Hamilton says the 
veidictof the Coroner’s jury is that he came 
to his death by unknown hands, the supnosi- 
tion being that he was murdered. The affairs 
of bis office have not yet been examined. 
UBECON. 
Lively T im es at Ihe N orthern 1‘aclllc F ro n t. 
P ortland, January 2d.—A Weeksville 
(Montana) special says: James Gibbons, 
foreman of a Chinese gaDg, was shot at five 
times last night, and had his knee-cap frac­ 
tured. A Chinaman is suspected of the deed. 
Emile Bories, hospital eurgeon, on his return 
from attending Gibbons, was stopped by 
highwaymen and relieved of his money. 
Mike Sweeney, a saloon-keeper, was shot and 
instantly killed by an unknown party last 
n'-ght. Much excitement prevniis at the rail­ 
road front, and the Vigilantes will be strength­ 
ened. 
T he W eal h e r Up North. 
P ortland, January 2d. — Cold weather 
has prevailed in Eastern Oregon and Wash­ 
ington for the past week, an i the Snake, 
and upper and middle Columbia livers are 
closed by ico. The railroad having been 
completed, there is no interruption of traffic, 
except with unimportant steamboat land­ 
ings. The weather here is clear and cold, 
and ail the lakes and ponda in the neigh­ 
borhood are sufficiently frozen for safe skat­ 
ing. 
S udden D eath in a Saloon. 
T h e D a lle s , January 2 J.—A man named 
C. M. Weld died in the Oro Fino saloon 
this morning. He had beca drinking freely, 
but was not given to the habit of intoxica­ 
tion. A Coronet’s ii quest was held, and a 
verdict was rendered that he came to his 
death ky apoplexy. Afterwards two physi­ 
cians held a poet mortem on the body, and 
the verdict from the facts elicited will be ren­ 
dered to-morrow. Weld was a fireman on the 
Harvest (jqeen, and formerly lived in Port­ 
land, whtre his wife died about a year ago. 
He was abont 35 years of age, and well 
spoken of by his acquiintances. 


BR ITISH COLTMBJA. 
H em * from V ictoria. 
V ictoria, January 2d.—The customs col­ 
lections at the port of Victoria for December 
were $54,000 an excess of $20,000 over last 
December. The collections for six months 
were $40,000—an increase of $12,000 over the 
same period of 18S1. 
River navigation is over for tho season, and 
the boats are laid up. 
The gold exports for the year amounted to 
$18,000. 
An American company has purchased the 
Fenada Texads iron mine, onTexada Island, 
for §40,000. 
PASSENGER LISTS, 


O m aha, January 1st.—Left here to-day, 
to arrive in Sacramento January 5th : 
Captain Aget, Colonel Gray, Mies Gray, 
San Franoi-co ; IT. Scammon, Downievills ; 
J. H. Miller, Chicago; E. W. Campbell, 
Milwaukee; H. E. Gaylord, Baltimore; 
Alfred DurgaD, Ihew Yoik ; James Connell, 
Philadelphia. 
C a rlin , January 2d.—Passed here to-day, 
t” arrive in Sacramento to-morrow : Mr. and 
Mrs. J. F. Cottrell, New Jersev; Prince 
Arisugawa, L. Hyasb, I* Nisei, K. Yama­ 
moto, M. Kato, N. Ishibashi, Japan ; D. E. 
Barley, Baltimore; Mr. and Mrs. E. St. 
Clair, New Brunswick ; C. H. Livingston, 
Tuolumne, Cal.; A. Lsopold Steiheimer, 
Butte City, M. T.; Judge Campbell, New 
York C ity; W. Reed, James W. Mitchell, 
Sacramento; Tim Regan, Detroit, Micb.; W. 
Butler, London; C. E. Adams, Buffalo, N. 
Y.; Miss Mary A. Evans, Iowa ; Mr. and 
Mrs. Guss Leecher, France; 9S emigrant 
paseengers, including 44 males, to arrive in 
Sacramento January 4th. 
O m aha, January 23.—Left here to-day, to 
arrive in Sacramento January 6th: J. S. 
Roberson, San Francisco: W. H. Lilford, 
New Y ork; Marsh Womisb, Milwaukee; 
Mrs. H. W. Colt, Buffalo; Henry Morrison, 
Indianapolis ; H. T. Root, Hartford, Conn.; 
Adelaide Dilwortb, Baltimore. 


Honest and Liberal. 
When the Hops in each bottle of Hop Bit­ 
ters (at the present price, $1 25 per pcund) 
cost more than a Iwttio is sold for, besides 
tho other costly medicines, and tho quality 
and price are kept the same, we think it is 
honest and liberal in the proprietors, and no 
one should complaiD, or buy or use worthless 
stuff or cheat'ng bogus imitations, because 
the price is less. 
Les* a n d R e p air of B odily Tlssne. 
The bodily tenement, like that built by 
man’s hands, is susceptible of repair, bat the 
reparative piocess, like that which a human 
habitation undergoes, must be gradual. The 
loss of bodily tissue produced by the inter­ 
ruption of the digestive function, can only be 
repaired by the progressive restoration of 
vigor to the stomach, aetlvity to the liver 
and regularity to the bowels. The sustained 
simultaneous action cf all three is best se­ 
cured by the use of that tonic and alterative 
which is most firmly fixed in the confidence 
of the American people, Hostetter’s Stomach 
Bitters, Indigestion overcome, a liver stim­ 
ulated and aroused, a circulation enriched 
and purified, are proximate results of the use 
of this grand reforming medicine. Its ulti­ 
mate effects are a marked Improvement in 
general health, increased vigor and hulk, and 
the disappearance of nervous annoyacoe, and 
the mental gloominess incident to digestive 
ir egularity. 
«a,Nursing mothers gaia strength by using 
Brown’s Iron Bitters. It acts like a charm 
in restoring to health «id strength over­ 
strained nature. 


THE DAILY REC01LD-UXI0N. 


W EDSE*DAY.. 
J A M IR Y 3. 1883 


I rico ro lo g ica l O b ie m t ie M — T ak en at 
B tg a il S tation a t th e Sam e M om eaU 
SACTUrarro, January 2, 1883—€:C2 r. X. 


Places of ob- 
serv&tioa. 
0-3 
2»? 
- z 
3 
: ° 


i*i 


Direction 
of wind, 
velocity 


f | l 


- s 
3 s ’ 
: 4a 
• 00 


dtatc of 
the 
.veather 


O lym pia.... 
............. 
P o r tla r ! ---- 
*29.9:i ;¿ 
S. É. 
Light. . 
Cloudy 
K o sc b u rg ... 29.92 35 
W. 
Light.. 
C loudy 
Mendocino.. 
Red B lu ff... 29.9Í Ai) 
N 
Light.. 
C lear 
Sacramento. 29.91 44 
S .F .7 
F resh .. 
.(2 Clear 
8, Francisco. 29.91 48 
W. 10 
Freeh.. 
Clear 
Visalia......... 29.93 39 
N E. 
L ig h t.. 
Clear 
Lae A ngeles. 29.86 51 N .E. 14 Fieeh.. 7l . 39, C learing 
Ban Diego.. 
1 - 
Maxhnron temperature, 53; mínimum, 35. 
River above lew-water mark, at 11 a. m., 9 feet 
11 inches. A fall of 1 inch In the patt 24 hours. 
JAMES A. BARWICK, 
Sergeant, SUmai Corps, Ü. b A. 


W eather P ro b a b ilities. 
Washixgtow, January 2d.—For California : Fair 
weather. 


THIS 
MORNING'S 
NEWS. 


In New York Government bonds are quoted at 
119* for 4s of 1907; 1133 for 4*9; 102 for 3*9; 
Sterling, $4 81@4 85 ; silver bars. 108*. 
Silver in London, 60¿d ; consols, 101 3-16d; 5 per 
cent. United btates bonds, extended, 105* ; 4a, 122*; 
4*a, 116. 
In San Francisco Mexican dollars are quoted at 
85(386 cents. 
The last week of the old year was not crnducive 
to activity in the Stock Board at San Francisco, and 
values were but little disturbed. The Boards com 
xnenced ane v yesterday morning, but the attend­ 
ance was slim, and buyers were uncommonly scarce, 
even for these times. 
Fire near Pittston, P a.; also in Tacoma City, W. 
T., Chatham, N. J., ar d Manister, Mich. 
Hon. Elisha H. Allen, Minister from the Hawaiian 
Islands, dropped dead in the White House at Wash­ 
ington Monday. 
Mr». James G. Blame and son were injured in 
Washington Monday by a collision of carriages. 
Mrs. Langtry is at present in Chicago. 
MrB. Stillwell, of Mount Vernon, O., confesses to 
participation in three murders. 
Mayor Colley, of Salem, Mass., committed suicide 
Monday. 
Governor Cleveland was inaugurated in Albany, 
N. Y., Monday. 
An earthquake was experienced Sunday night at 
Rockland, Me. 
Sixteen deaths from small pox occurred in Balti* 
more last week. 
The watch meeting services in Reading, Pa., were 
mobbed Sunday night. 
Dave Roberts (colored) was taken from jd l in Ab- 
fccyville, N. C., Sunday night, and lynched. 
A negro was shot to death by a mob at Tazewell 
Court House, Va. 
The Tennessee Senate organized Monday. 
The only titter of Nathaniel Hawthorne died 
Monday in Beverly, Mass. 
• 
In Memphis, Tenn., Monday, Emiiic Wimberly 
was burned to death. 
During 1832 there arrived in New York 6,476 ver­ 
séis. 
The steamer Wheatfield has been wrecked on the 
English coast. 
An earthquake occurred at Halifax, N. S., Sunday 
night. 
Typhoid fever has broken out in Mayence. 
The death of the Earl of Wemyn and March is 
announced 
M. Leon Gambetta died in Paris at midnight Sun* 
day. 
The Rhine floods have destroyed five villages. 
Minins is over at Juneau, Alaska, until spring. 
Portland, Or., has a new morning daily of eight 
pages. 
Three Chinamen were killed and three others 
wounded near Weekville, M T., by an explosion of 
giant powder. 
The decrease in the national, debt during Decem­ 
ber was $15,413,222 85. 
At Weeksville, Mont., Michael Sweeney was shot 
and killed by an unknown person. 
During the month of December the United States 
Mints coined 8,100,929 pi ces, valued at $0,701,303. 
Biggar, member of the British Parliament, has 
been held at Waterford, Ireland, on a charge of 
high treason. 
The Ohio Legislature convened in Columbus yes­ 
terday. 
The attempt by the Democrats in the Nevada 
Legislature to dispense with the services of chaplains 
was beaten in both Houses. 
The Missouri Legislature meets in Jefferson City 
to-day. 
Eraeroum is now under martial law. 
J. B. Thompson, of SaulBbury, Conn., was found 
dead in Cincinnati yesterday. 
Three men were killed in Auburn, N. Y., yestcr- 
day, by a cave of eaith. 
A child has been born in Mattoon, 111., with one 
head and two perfectly-formed bodies. 
John E. Rcybura has been chosen Prcsidont cf the 
Pennsj Ivania Senate. 
It is thought in Paris that Clemecceau will take 
GambsttVs place. 
The Democrats now have entire possession of the 
city government of Boston. 
During 1332 there arrived in New York 465,450 
immigrants. 
Emancipation Day was celebrated throughout the 
South by the colored people. 
The Russian Imperial Vice Consul to New York 
died iu that city Monday. 
A fire caused considerable damage in the Sutro 
tunnel Monday. 
G. A. Brown dropped dead in Placerville yester­ 
day evsnicg. 
A shower of mud fell in Fresno Monday. 
A policeman in New York, in endeavoring to ar­ 
rest a man, shot him through the heart, and re­ 
ceived a probably fatal «wound himself. 
C. M. Weld died suddenly in The Dalles, Oregon, 
yesterday. 
The most severe sandstorm ever known in that 
vicinity prevailol in Kern county Monday. 
The New York Legislature organ zed yesterday at 
Albany. 
Logan continued his argument in the Senate yes­ 
terday in opposition to the Fitz John Porter bill 
and in the House nothing of importance occurred. 


TES DEATH 07 GAMBETTA 


A 
GOOD 
SUGGESTION, 


The Chicago Tribune observes that “ if 
“ Herr Most were honest he would single 
“ out the wage classes in this city, for in- 
“ stance, and tell them : You ^re spend- 
“ ing $10,000,000 every year on liquor and 
“ $5,000,000 on tobacco uselessly. 
If 
“ yon will save half of that money every 
“ one of yon will be better off in mind and 
“ body, and every one of you will soon 
“ have a home of your own, free of rent, 
“ or, in its stead, money lying at interest.'1 
This is a very good suggestion, but it is for 
all that the last one which an agitator like 
Most will accept. His kind of cattle never 
have any practical or sober ideas. 
They 
depend altogether upon the sensational 
character of their preachings. 
They are 
not really moved by any love for their fel­ 
lows. 
They do not desire to improve 
the condition of Labor. 
What they want 
is to d id some way of getting all the fruits 
of labor without working for them. There 
is plenty of idle land in the United States. 
W hy, then, does not Herr Most recom­ 
mend the landless to go West and pre empt 
homesteads ? Because honest labor never 
enters into the calculations of ench agita­ 
tors. 
Because they address themselves 
to 
the 
indolent, 
the 
dissolute, the 
vicious, the weak, the malicious, the base 
elements of society. 
Becanse they repre­ 
sent the loafer and bummer types, which 
above all things abhor honest work of 
every kind, and which drift through use­ 
less lives, acting on the erroneous idea 
that “ the world owes them a living.” 
Y et there never was a country in which 
the loafer and bummer elements are really 
■o powerless as here. 
Nine-tenths of the 
American people are not only habitual 
workers, bat have brought into being with 
them so strong an inherent tendency to 
work that it is their normal condition. 
Herr Most, therefore, i» merely wasting 
his breath and his time in trying to stir 
np snch a people to anarchy. 
Nothing 
coaid be tn ire repulsive to them than the 
pictures drawn by him and his kind. The 
anarchist who wants to destroy society in 
order that the can-can brigade may obtain 
fresh bew for nothing, might iind tit rep. 
resentation in an opera bouffe, but cer­ 
tainly canDot be regarded seriously in the 
United States. 


Leon Gambetta has filled a distinguished 
station, and possessed many great qualities. 
But though he was a genuine believer in 
democratic principles, and though he had 
done much to uphold the French republic 
in its infancy, the events of his life render 
it extremely questionable whether the 
great personal influence which he exercised 
was cot calculated to endanger the form of 
Government his country 
has adopted. 
Certainly there was nothing more foreign 
to practical democracy than the virtual 
dictatorship which Gambetta so long main­ 
tained. 
It is not a compliment to a repub­ 
lic to Bay that its destinies are dependent 
upon an individual, nor can that be a 
stable Government, or a truly republican 
one, in which the national executive and 
his ministers are little better than puppets, 
who hold their places at the will of some 
“ power behind the throne.” It is a very 
significant fact in the career of the states­ 
man who hai just passed away, that he 
was unwilling to serve his country as 
Premier unless he was given an authority 
which would have enabled him to defy the 
will of the Chamber of Deputies. Whether 
the views which he entertained were 
wiser and more farsighted than those of 
the Chamber is not a relevant considera­ 
tion. W hat is perfectly apparent is that he 
was very intent upon subjecting all around 
him to his personal w ill; and th¡3 is as­ 
suredly the tendency of an autocrat other 
than of a patriot. 
Gambetta has always been the object of 
extravagant praise for his conduct during 
the war with Germany. 
Yet a cool review 
of the facts certainly doea not justify these 
laudations. 
After it had become perfectly 
apparent to ail dispassionato observers that 
the militant resources of France were for 
the time being completely exhausted ; af 
ter it had become equally clear that the 
only wise course for a patriotic states­ 
man was to recognize the utter futility of 
farther resistance, and to avoid further ef 
fusion of blood, by accepting terms from 
the victorious invaders ; Gambetta effected 
his escape from Paris in a melo-dramatio 
way, and undertook to prolong the vain 
straggle by raising a Southern army 
Judgment was passed upon this measure 
very swiftly. 
The only effect was to mul­ 
tiply disasters. The new levies which were 
hastily called together nnder the stimulus 
of Gambetta’s feverish and hysterical ap­ 
peals, were only capable of adding to the 
slaughter. 
They went down before the 
veteran German legions at every contact. 
They could not for one moment relax the 
iron grip which the invaders had fastened 
upon Paris. 
The whole scheme proved a 
most dismal failure, and its only result was 
to make perfectly useless and unnecessary 
additions to the already appalling lists of 
dead and wounded. 
Gambetta proceeded to carry into his 
public life a craving for revenge. 
He 
cansed it to be understood that he was 
only awaiting his opportunity to resume 
the struggle. Nor can it be questioned 
that if he had lived he would have staked 
the future of his country upon another war, 
and in all probability with the same re­ 
salta as before. 
He was not, in fact, a 
statesman for peace. 
All his tendencies 
were in the direction of sensationalism. 
His hot Sonthern blood could not be kept 
quiet. 
What was needed after the war 
with Germany was a long period of rest 
and recovery. 
The nation was sick of war. 
It demanded to be let alone to pursue its 
industries. 
All the legislation it required 
was in aid of commerce and agriculture 
and industry generally. 
But Gambetta 
was always most occupied about army 
organization, and the scrutin de liste, which 
was to give him absolute control of the 
Chamber. 
And his fall from power 
showed that however much the French 
people may have admired his talents, and 
however they may have believed in his 
patriotism, they did not confide in his 
judgment, nor approve the foreign policy 
which he wa3 known to bold. 
Nor did he 
ever regain public confidence after the 
collapse of his ministry. 
He retained 
enough strength to interfere with, and 
ever to break down, other Cabinets, bnt 
not enough to make one for himself. 
Had he lived it is of coarse possible that 
he might have recovered his prestige, but 
only on the condition that no other strong 
man coaid be foand to take the direction 
of affairs. 
And had that reinstatement 
occurred it is not doubtful that it wonld 
have been detrimental to the true intereets 
of the French republic. 
For Gambetta 
was not a cool and deliberative man, nor 
was he a scrnpnlocs one. 
He was capable 
of taking all manner of advantages. 
He 
was capable also of being tempted to do 
things which must have impeached his 
patriotism. 
Had he obtained the scrutin 
de liste, it is nearly certain that he would 
have been led into snch a mistake. 
He 
did not bear prosperity and fame well. 
They changed him, and decidedly for the 
worse. 
His connection with the disgrace­ 
ful events which led to the erection of the 
Tnnis Protectorate was seriously resented 
by his countrymen. There can be no doubt 
that the Hochefort-Roustan trial did him 
as mnch harm as the belief that he aspired 
to a dictatorship. 
For even French en­ 
thusiasm is not proof against evidence that 
an alleged patriot has been employing the 
national arms to make personal profit 
withal and this by the unrighteous op­ 
pression of a weak power. 
Gambetta also 
was imprudent enough to send his friend 
Roustan back to Tunis after this scandal 
bad been revealed, and that deepened his 
own political grave. 
On the whole, and reviewing his career 
without prejadice or predilection, it there­ 
fore appears probable that France has not 
suffered an irreparable lots in his dcatb, 
bnt that bis removal may prove a bless­ 
ing in disguise. The faction he wielded 
will now le greatly at a loss for a leader, 
and “ opportunism” may come to an un­ 
timely, or timely, end, now that its apostle 
is gone. 
But what France needs, and what 
she will continne to need for a long time to 
come, is a cooler, lees impulsive, less self­ 
seeking statesmanship than Gambetta could 
supply; ft statesmanship 
characterized 
rather by Northern than by Southern dis­ 
positions ; a 
statesmanship which will 
assure to her peace and prosperity, at the 
same time protecting society against the 
anarchical elements which are disposed to 
take advantage of the supposed weakness 
and instability of the republic. 
She 
does not want “ revenge,” unless it can 
be 
obtained 
by 
out-producing 
and 
out - selling 
her 
rival. 
Unlssa the 
republic means peace it will be in no 
way an advance over the empire, and 
Gambetta had no better nee for the repub­ 
lic than to organize war with it against 
Germany, and to centralize power with it 
for himself. 
His abilities and his talents 
need not be disputed, bnt we are convinced 
that when the fnneral eulogies are spoken, 
and the real verdict of his contemporaries 
comes to be passed, it will be recognized 
that he was far more dangerous than use­ 
ful to France, even at his best, and that all 
his tendencies led him toward policies 
which were calculated to sap the stability 
of the republic, and to convert it into a 
one-man government, which must in the 
end have passed into undisguised autocracy. 
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DOMESTIC NEWS. 


P aten ts to P acific Const In ven tors. 
W ashington, January 21.—Patents were 
awarded to-day to the following-named Pa­ 
cific slops inventors : Wm. Adam*, Salem, 
O r. car coupling; Adolph V. Anderson, 
Virginia City, stock car; Geo. W. Bedburg, 
Portland, Or., car coupling; John Lunds 
Gladney, Ante’op”, Cal., faucet; Daniel 
Best, AlDany, Or., grain separator; Charles 
Bridges, San Fernando, pumping machinery 
and ladder; John M. Harlow, Brighton, 
Cab, fruit etorer ; Lionel H. Heynemanr, 
San Francisco, safety elevator; Peter H. 
Jacksor, San Francisco, iron and illuminat­ 
ing stairs ; Charles Megow, San Francisco, 
feathering paddle-wheel ; Engene Mercan, 
San Francisco, hand rock drill; Robert Mor- 
ran, Stockton, cork extracter; Samuel B. 
Whitehead, Sau Francisco, hand vise ; Gil­ 
bert A. Wrigh*, L. H. Fowler and C. Shaw, 
Napa City, two-wheeled vehicle. 
U n w ritten H istory. 
CHICAGO, January 2J.— A Washington 
correspondent says : The unwritten history 
of the period from tha election of Hayes to 
his inauguration is most replete with interest 
and intrigue. Several prominent Democrats, 
including Bayard and Thurman, meeting one 
day about that time, decided on a certain line 
cf action which they de, ired Tilden to follow. 
Bev. Tucker, of Virginia, as he was famil­ 
iarly called, was commissioned to visit New 
York and lay before Tilden the committee’.) 
suggestions, wbich embraced these proposi­ 
tions : First—That Tilden should 
allow 
Hayes to be seated without making any 
effort to prevent it. Second—An Electoral 
Commission. 
Third—That Tildcr, having 
been legally e l e c t e d , should claim his seat, ii 
he had to fight for is. Mr. Thurman counted 
off the instructions on his fingers, and started 
Bev. on bis trip. He returned at the close of 
the second day. 
“ Well, what success?” asked the Judgp, 
who saw in Bev.’a face no promise of hope. 
“ I oid just as you told me,” said Bev.; “ I 
held up one finger and named the fiiBt propo­ 
sition ; but Sammy would Dot scree to it. 
'Down goes that finger,’ says I. The second 
proposition was also rejected, and down went 
another finger. I then offered the third 
proposition, but Tilden started back iu hor­ 
ror, and, shaking his hands deprecatingly, 
said, * No ! No ! No bloodshed! No blood­ 
shed !’ and ‘down goes the last finger,’ >-aii 
I, and I left, without waiting for further dis- 
cuss'or.” Thurman was mad aa a hornet at 
what he termed Tilden’s want of backbone, 
and for a time sternly refused to interest 
himself further in the matter. 
He finally 
relented, and became, several weens later, a 
member of the Electoral Commission, 
A W ashington S en sation . 
W a s h in g to n , January 2d.—A full-fledged 
sensation is agitating diplomatic circles. The 
fonr parties to it are a Count in diplomatic 
breeches, a society belle, a cautious uncle 
and an irate Colonel in the United States 
arioy. The Count undertook to give lessons 
in French to the youDg lady, who is noted 
for her beauty and refinement. The young 
lady took to both lessons and the Count 
kincly, much to the disgust of her uncle, 
who has an antipathy to fi reignere, espe­ 
cially when they arc handsome anti insin­ 
uating. The Colonel, who is thought to have 
a liking for the young lady himself, shared 
the uncle’s antipathy lo this particular for­ 
eigner. The four met at the uncle's resi­ 
dence a few nights age. The Coant was 
charming in his attentions to the belle, end 
her eyes teamed with a light dangerously 
akin to love. This angered the Colonel and 
outraged the uncle. By degrees tha conver­ 
sation becime peisonal, and the young lady 
got up and left the room. Then the Colonel 
spoke his mind freely, bringing on a climax 
swiftly. The Count left, sent a challenge, 
which was accepted, and pistols and next 
week chosen as weapons and time. It is 
doubtful whether their friends will succeed 
in making a settlement, but they are trying. 
J «e Coburn In terv iew ed . 
New York, January 2L— Joe Coburn, the 
ex-champion pugilist, says ha and Sullivan 
have agreed to givo a sparring exhibition 
about tho country. They give a few exhibi­ 
tions in Boston and other citie?, then start f<r 
tho Pacific slops. They divida half-andhalt 
the proceeds. Being asked if Sullivan didn’t 
consider his name so groat a drawing card 
that ie would dictate terms, Coburn replied : 
“ That's all right, bnt I think my name will 
draw, too, don’t you ? I know a great many 
people ab ng the Pacific coa-t. That used lo 
be my old huntirg ground.” 
“ If you and Sullivan go on an extensive 
tonr who will be with Jem Mace and his un­ 
known ?” 
" That has been arranged. We will return 
at any moment required." 
“ Do you know anything about the status 
of the unknown ?” 
“ Nothing more than that he is a New 
Zealander.” 
“ Whatdoes Sullivan think of him?" 
“ He sayB he can lick any half breed they 
bring. I believe he can, too. Sullivan is a 
sturdy yonng fellow." 
“ He didn’t seem to be able to do much 
with yon at the benefit. He failed to get in 
one on your face.” 
“ He did very well. Yon must remember 
that no man living can hit me on the nose if 
I donV- want him to. Jem Mace tried i', and 
failed.” 
“ If yon were ten or twelve years younger 
do you think you could give Sullivan a 
bout f 
“ Ten or twelve years ago I wonld have 
fought any man in the world. I »m done 
with pri/.3-fighting now. My last fight was 
with Jem Mace. Everybody knows I had 
him whipped, but they would not let us finish 
the fight.” 
. 
Cost or T raT fl to C aliforn ia. 
Nsw York, January 2d.—The Sun pays 
prominence to the communication < i a corre­ 
spondent who says that he has thrice made 
an overland trip : “ How invalids survive 
the exposure cf an overland trip pozzies mo. 
Depend upon it, California can never be a 
fashionable winter resort with Easterners. 
With my wife I made an excursion into 
Florida from New York, and returned via 
the Mississippi river. 
Ths two excursion 
tickets cost §200. 
To come here arid re­ 
turn from California^ we will spend §750. 
Compare i his with a winter’s ride to Florida 
and Georgia, where the climates are the same 
as California. 
Ths charges for board and 
lodging are as reasonable as in the South. It 
is travel that makes the difference. Indeed, 
California hotel charge are less than Chicago, 
while the tables are better supplied.” 
C. S. Senate. 
W a s h in g to n , January 2d,—In the Senate 
to-day, after some unimportant business, the 
Fitz John Porter bill cams up, snd Logan 
resumed his argument iu opp' sicicn to its 
passage. He finally gave way for an execu­ 
tive session and when the doors were reopened 
the Senats adjourned. 
No business of moment was transacted in 
the Honse. 
T ennessee L egislatu re. 
N a s h v ille , January 2d.—A sensation has 
been caused by a passige in the opening 
firayer cf the Rev. T. A. Hoyt in the Legie- 
ature : " From repudiation and from all 
forms of dishonesty, got d Lord, deliver us.” 
The House was partially organized by the 
election of W. L. Ledgerwoed, of Knox. 
Speaker, A. B. Wade, Clerk. The failure to 
organize yesterd y postpones the Senatorial 
election until the l6;h, ss the law fixes it for 
the second Tuesday after organization. 
New York L egislature. 
A lb a n y , January 2d.—The Legislature as­ 
sembled at noon. Alfred C. Chapin was 
elected Speaker of the Assembly. Governor 
Cleveland, in his message, opposes the ex- 
pendilu e of large earns in the alteration of 
tbe canals until the effect of the abolition of 
toils is fuily apparent; favors fieqnent visits 
and most thorough examination or the pris­ 
ons, and reform in ths civil service; de­ 
nounces special legislation which interferes 
with the administration of local governments, 
and advocates strict economy in the public 
fund?. 
The M aine L egislature. 


A u g u s t a , January 2d.—The Republican 
caucus nominated John L. Cutler for Presi­ 
dent of 
ths Senate and J. Manchester 
Haynes for Speaker. Tha Fneionists nom­ 
inated Wm. M. Rust for Pre.i ient of the 
Senate and C. A. Spcfford for Speaker. 
T he L egislatu re o f N ebraska. 
LINCOLN, January 2d.—The Legislature 
convaned at noon. The Senate organized iu 
opposition to ths Republicans. The House 
organiz’d straight R -publican. 
Thus di­ 
vided, the sessi on will probably be ineffective. 
C on gresssional E lection s. 


W h e e l i n g (W. Va.), January 21—The 
retama cf the election to fill the vacancy in 
the Forty-seventh and Forty-eight Congress, 
caused by the death of Hon. J. T. Updegraff, 
late representative from the Seventeenth Oaio 
D:s’r:c‘, indicate the election of J. D. Taylor 
(Rep.) over Ross J. Alexander (Hem.) by a 
majority of £00 to 700. A large Republican 
gain is reported in all the counties. 
M em ph is (Tenn.), January 2 J.—A Hunts­ 
ville (Ala.) special says : Grreral Joseph 
Wheeler (Dem.) defeats McClellan (Inde­ 
pendent) for the uoex-fired term from the 
Eighth Alabama Distric'', ia the Forty-sev­ 
enth Congress, by 2,000 m -jorlty. The R e­ 


publicans took no interest in M cClellans, 
election. 
C h a tta n o o g a (Tenn.), January 2d.—Gsn- 
eral Wheeler’s majority in the Eighth Ala­ 
bama District is 2,C00. 
T he Dead M lnl-t r. 
W a s h in g to n , January 2d.—Owing to the 
abjencc of the family of Aller., Hawaiian 
Minister, no arrangements have been made 
for the disposition of his remains. Tbe body 
is lying at Hamilton, nnder chame of his 
youngest son. There is some question as to 
what courtesy the diplomatic corps and officers 
of the Government shonld show toward the 
deceased, as Allen held the dual capacity of a 
citizen of the United States and the repre­ 
sentative of a kingdom. 
B a ttle w ith R evolvers. 
N ew Y o rk , January 2d.—Roundsman De­ 
laney went to a liquor store on Hester street 
to-day, for 1 h’ arrest of the proprietor for 
cheating in inakirg change. A rongh acd 
tumble fight ensued, when both drew re­ 
volvers and filed at the same time. The po­ 
liceman’s ballet pierced the heart of Mc­ 
Gowan, the man whom he was trying to 
arrest, killing him instantly. McGowan’s 
bullet entered the policeman’s eye, glanciDg 
downward. He will probably die also. The 
house was subsequently “ palled” by the 
police, 
8 lio rk ln s D isaster—N ineteen L ives Lost. 
R a le ig h (N. C.). January 2d.—As thirty 
penitentiary convicts, mostly negroes, and 
two white guards, engaged at Corvee tunnel, 
on tbe Western N. C. Railroad, in Jackson 
county, were crossing Turkaseegee river on 
a flat Saturday morning, it was discovered 
that the flat was leaking. The alarm caused 
a panic, and the men all rushing to one end, 
it sank. The Turkaseegee at this point Í3 
swift and deep, with rapids just below. The 
men clung together in knots, those who 
could not swim holding to thoss who could. 
Some were carried into the rapids and 
drowned. Only twelve of the convicts were 
saved. One of the guards was washed ashore 
below the rapids insensible, bnt was restored 
to consciousness, 
T w en ty B u sin ess H ouses B u rn ed . 
P in e B l u f f (Ark.), January . 2d.—This 
morning a fire originating in the two-story 
brick block occupied by Rosenbaum k Ties, 
furniture dealers, and Sol Rosenburg, planta­ 
tion supplies, destroyed over twenty business 
houses, causing a loss of property to the value 
of §125,000. 
It is believed the fire was in­ 
cendiary. Ill-feeling existing in the fire de­ 
partment, the engine was permitted to get 
oat of order and was of no nse. 
B ssto n W ool M arket. 
B o sto n , January 2d.—The demand for 
wool continues steady, with prices unchanged. 
There is very little pressure to buy or sell. 
Ohio and Pennsylvania fleeces have sold at 
3S(o 40c for X, 40(S,42ic for XX and XXX 
ana above, and 43(St45e for choice selections. 
In Michigan and Wisconsin fleeces sales have 
bsen made at 37@3Sc for delaine fleeces, 44(<ñ 
45c for fine, and 3ti@48c for tine and No, 1 
combing. Unwashed wool ia iu fair demand 
and has sold at 17@25c for low and coarse, 
23@30c for fine and medium, with choice 
higner. California has been qniet since the 
large sales of last week. Pulled wools are in 
quite a demand at 25©40c for low and good 
supers, and 48c for choice Listera and Maine. 
Foreign wools are qniet. 
D ecree o f D ivorce. 
D e n v e r, January 2d.—In the County 
Court to-day Mrs. Augusta L. Tabor ob­ 
tained a divorce from her husband, Lieuten­ 
ant-Governor H. A. W. Tabor, on the ground 
of desertion. 
The aetion was mutually 
agreed to by the attorneys of both parties. 
The alimony is $250,000. Within an hour 
from the time tha prop isition was made by 
Tabor'B attorney the decree was entered. 
T licrn iom etrlrn l. 
N ew 
Y o rk , January 
2d—Midnight.— 
Highest temperature to-day, 35° ; lowest, 28°. 
It is growing colder f&st. 
C h icag o , January 2d. — Highest tem­ 
perature to-day, 24°; lowest, 7°. 


FOREIGN NEWS. 


G am betta'* 
W o u n d —The 
Im m ed iate 
Cause o f D eath. 
Pabis, January 2d.—Setting aside the old 
etory of a pistol-shot fired at Gambetta by 
the mother of his son, which is stroDgly 
denied, the most plausible version is that 
after having received an accidental wound ia 
the f ¡rearm he became impatient at his de­ 
tention at home, which 
was 
intensified 
by 
the alarming 
stories 
of 
a 
more 
annoying 
nature 
which 
his 
enemies 
indulged 
in. 
The wound was healing 
cicely, but his desire to appear in public to 
silence hia enemies grew so that he requested 
Dr. Lanne'.ongne to stop the suppuration, 
which he did, although he pointed out the 
danger Gambetta was running, but to which 
he was deaf. He only desired to appear in 
the Chamber one’, or at least in the room of 
the committee of which he was Chairman, 
wbich he believed would put an end to the 
outrageous reports 
in circulation. 
The 
doctor, 
against 
his 
better 
judgment, 
did 
as 
requested, 
and 
in 
a 
few 
hours 
the 
pus 
from 
the 
wound 
beirg debarred its natural outlet, 
took 
another course, burrowing under tho skin 
towards the shoulder, and soon manifested 
itself in two large phlegmons under the arm­ 
pit. They caused him tbe greatest pain. 
Fie had arisen from Lia bed, hoping to ba 
able to tike a trip to Paris the r.cxt day; 
but ha had to retiro at once whan a slight 
fever appeared. This was subdued in two 
days, and hops began to revive ; but on Sun­ 
day night before Chri tnus Gambetta, wbo 
was alwayB a great eater, ciineJ heartily, acd 
becoming excited during a political discus­ 
sion, suffered a relapse, the fever again ap­ 
pearing. 
In the meantime the pas had 
worked its way downward, and now showed 
itself in an abscess in the stomach. Later 
on, other abscesses appeared, grew in eizs 
and nearly blocked tho caecum. This pre­ 
saged tho end. 
. 
[Leon Gambetta was bom at Cahors, in the south 
of France, in 1838. Sent to Paris by his parents in 
hia 18th year to pursue the study of law, It® found 
him still without a profession and his income cut 
off. He then procured the position of secret *ry to 
the famous advocate Cremieux. In 1807 an oration 
on the occasion of a popular demonstration, in 
which he arraigned the Empire, made his name 
known throughout France, and at tho next election 
lie was chosen to represent the workingmen’s quar­ 
ter of Paris in the Corps Legislatif. 
When the 
Prussians surrounded Paris he escaped in a balloon 
and organized a provisional government at Tours, 
which was subsequently dissolved. He was elected 
to the National Assembly, where he became the 
most couspicuous man in France. He created the 
Itepublique Franeaise, which has become a power 
in the land. After the election of Urevy to the 
Presidential chair, Gambetta was made President of 
the Chamber of Deputies. He finally became Pre­ 
mier, but resigned when hia famous scrutin de liste 
scheme -vaa defeated.] 
[SECOND DISPATCH.] 
F a r is, January 2d.—There is some idea cf 
postponing Gambetta’s fnneral until the 10th 
inst., and the Senate and Chamber of Depu­ 
ties may attend in a body. 
It is estimated 
that 3,000 persons visited ths house at Ville 
d’Avary yesterday. The people were admit­ 
ted by groups of five or ten into the hall, 
whence they ascended to the small bedroom, 
where the body is lying. The visitors in­ 
cluded Ministers, Senators snd other func­ 
tionaries. 
The room is poorly famished. 
The body lies on a small iron bedstead, com­ 
pletely covered by sheets except the head, 
which rests on two pillows. Tbe face is pale, 
ths hair gray. 
Gambet! a appears fifteen 
years older than he really was. 
His friends 
seemed utterly beside tbeinstives, some aged 
men weeping. There were a few floweis on 
the foot of the bed; otherwise there were 
none of the emblems usual ia France on snch 
occasions. A painter was seated at the foot 
of the bed sketching the scene. The ant >p*y 
Bhowed that death was the result of peri­ 
typhlitis. Surgical operations would have 
been dangerous and unjustifiable. No lesion 
was discovered in the organs except the in­ 
testines. 
- 
[THIRD DISPATCH.! 
P a ris, January 2d,—The decomposition 
of Gambetta’s body, hastened by the muggy 
weather, has been fearfully rapid. The as­ 
pect of the faco has become so shocking that 
the idea cf havirg the body lie in Btate in 
the Palais Bourbon has been abandoned. The 
watchers by the corpse have to keep wad­ 
dings saturated with disinfectants in their 
noses. 
T be B a sin g F loods. 
VIENNA, January 2d.—All traces of tbe 
quays and banks of the Danube are lost, their 
places being merely marked by eddies in the 
torrent. A great quantity of water is still 
expected from the upper river. 
W iesbaden, January 2d.—From Mayence 
downward the entire plain between Mann­ 
heim and Woims is an immense lake. 
V ien n a, January 2d.—The Danube is 
rising. The race course is flooded as f»r as 
the exhibition building. At Frankenthal, 
Bavaris, 6,000 persona have abandoned their 
homes. 
A m sterdam , January 2d.—The northeast­ 
ern portion of North Brabant is submerged, 
and hundreds are homeless, over 500 houses 
being destroyed by the floods. 
T h irty-five I*ersons D row n ed . 
F rankfort, January 2d.—A bo_»t cenv-y- 
ing passengers to-day from Oppar to Zudw.p- 
haftr was dashed against a tr-.e and thirty- 
five persots drowned. 


M urder by W h olesale. 
S to n e fie id (Quebec), January 2d.—At 
Little Rideau, East Hawkesbmy, a hired 
man murdered R. W. Loose gnu wife, the 
eldest daughter and one s n 
Cooke was 
murdered with an ax iu the barnyard. Mrs, 
Cooke and daughter weie stn cried íb the 
wordshed. The son Georgs was killed in bed 
with an ax. The other s >u had a thigh 
broker, bnt may recover. Fannie Cock , 
con ing to her brother’s assistance, receive i a 
severe wound iu the breast, but may recover. 
The murderer is at lar^e. 


[SECOND DISPATCH.] 
H aw k esb o b y , January 2d.—Further de­ 
tails of the Long Saulte Rapids tragedy go to 
show that the murderer first attacked Emma 
Cooke in the np-stairs storeroom adjoining 
tbe house, strangling her with a rope. Mrs. 
Cooke, evidently having come to her daugh­ 
ter's assistance, was next strangled in the 
same way. He next attacked Mr. Cuoke, 
who had gone to the barnyard, where he 
killed him with an ax, literally chopping his 
head to pieces. Then entering the house, tbe 
fiend proceeded np staiis to a room occupied by 
George, who was asleep, Btrikicg him and 
inflicting two fearful wounds in the temple 
with an ax, from which he shortly afterward 
died. Then rushing ir.to Willie’s room, he 
struck him upon the thigh, inflicting a dan­ 
gerous wound. Willie, although disabled, 
grappled with nim. The nriee, alarming his 
Bisters, 
Fannie 
and 
Maggie, 
brought 
them 
to 
bis 
assistance. 
In 
the 
straggle 
which 
ensued Maggie secured 
the ax. 
The 
murderer then seized a 
lamp and struck Fannie with it, wounding 
her severely on the head. He then fled down 
stairs. The two girls, going down by the 
front stairs, met him in the dining-room armed 
with a poker, when he Btruck them with it. 
They defended themselves, and closed the 
door on him. Maggie ran to the front door, 
where she hailed a passer-by, who summoned 
assistance, upon hearing which the murdorer 
fled. 
He was seen to cross the river, 
going in the direction of St. Phillip’e, 
a station on the Canadian Pacific Railroad. 
Nothing farther has been heard cf him. The 
house presents a most ghastly spectacle, the 
bodies of the fonr victims being laid out in 
it. The floors, walls and doors are bespat­ 
tered with blood. Willie’s wounds are so Be- 
rions as to afford but slight hopes of his re­ 
covery. The murderer is Frederick Mann, 
a young Englishman lately out from London. 
He has been but tlrse months in their em­ 
ploy. 


BAN 
FRANCISCO 
IIEMS. 


New Y ear’s Day along the city front was 
exceedingly dull, although daring the 
early morniDg 
hours 
it 
was 
some­ 
what lively 
for 
the shipping, 
some 
vessels dragging their anchors, others bang­ 
ing into wharves, and quite a number 
fouling with each ether. 
This was caused 
by a still* nor’easter springing up about 3 
o’clock in the morning. 
At 5 o'clock it 
was blowing its hardest, and about day­ 
light it abated, leaving a chilly breeze to 
last out the day. 
Charles Crocker’s wooden fencs in the 
rear of his Califomia-street residence, 
an historic monument, which was built 
because the 
railroad 
magnate 
could 
not secure the lot which it incloses 
at 
a 
price 
which 
he 
considered 
within reason, has fallen under the cold 
clutch of Sunday’s northeaster. The east­ 
ern side lies fiat npon the vacant lot, and 
the southern portion threatens to fall 
against the Crocker mansion. 
The dress of Lou Edgar, an actress at the 
Winter Garden, caught fire Monday night 
on the stage, but the lady, with great pres­ 
ence of mind, quietly extinguished the 
flames before she sustained any injury, 
Mrs. Sat ah Walker, aged G3, a native of 
England, died Tuesday suddenly of heart 
disease at the residence of her daughter, 
Mrs. Alice Levy. 
An unknown sailor, aged 40, was found 
dead early Tuesday morning at a wharf, 
apparently of hemorrhage of the lungs, 
Alfred Twyfcrd was garroted and robbed 
Monday night in Hayes Valley. 
The gar­ 
rotera were arrested. 
J. Y. Wilson’s pork packing house was 
burned Saturday night. 
Loss, $30,000. 


*„*“ Facfs speak plainer than words.” 
Proof : “ The Doctor told me to take a blue 
pill, bnt I didn’t, for I had already been poi­ 
soned twice hv mercury. Tbe druggist told 
me to try Kidney-Wort, and I did. It was 
just the thing for my biliousness and consti­ 
pation, and now I am as well as ever.”—A. 
P. Sanford. Sold in both dry and liquid 
form. 


I t is impossible for a woman to tuffer from 
weakness after taking L jd ii E. Pinkham’s 
Vegetable Compound. 


“ B uchu p a ib a .”—Quick, complete core, ail 
annoying Kidney and Urinary diseases. $1. 


M A R R I E D . 
Sacramento, December 31—By Fev. T. S. Dunn, 
George A. Hoyt to Florence F. Shepherd. 
Sacramento. January 1— By Rev. James R. Dorsey, 
at their residence, William C. Jackson, of M&iue, 
to Ann Laura Miller, of Sacramento. 
Lincoln, Placer county, December 25—At *he resi­ 
dence of the britle s mother, C. W. Myers, of 
Rocklin, to Ella Fuller, of Lincoln. 
Pilot Hill, El Dorado com t.v, January 1—Bv Rev.T. 
B. Hopkins, at the residence of the bride’s father, 
Hon. A. J. Bavley, J. P. Oranraer, of Tahoe City, 
to Jennie E. Baj ley, of Pilot Hill. 


B O R N . 
Sacramento, January 2—Wife of L. Swope, a son. 
Sicramento, January 2—Wife of C. W. Samuelson, 
of near McConnell’s station, a daughter. 
Sacramento, December 27—Wife of J. F. Calder* 
wood, a ton. 
Sacramento, December 29—Wife of C. H. Cook, a 
daughter. 


DIED. 
Sacramento, December 31—Benjamin Tibhita (father 
of Mrs. J. W. Greenlaw, of Sacramento, Mrs. W. 
R. Gallagher and Mrs. E. Morrell, of San Francis­ 
co), a native of New Brunswick, 82years, 4 months 
and 27 days. 
(San Francisco papers please cqpy.) 
[Friends and acquaintances are respectfully invited 
to attend the funeral, which will take place from 
Elder Creek School house this afternoon at 2 
o’clock. 1 
Sacramento, December 31—Wylie B. Clark (brother 
of Mrs. Mattie Moore, of this city), a native of 
Richmond, Ind., 28 years, 3 months and 18 da3*s. 
(Richmond, Ind., papers please copy.) 
[Friends and acquaintances are respectfully invited 
to attend the funeral, which will take place from 
the residence of hia sister, Mrs. R. II. Moore, No. 
1215 K street, between Twelfth and Thirteenth, 
this (Wednesday) afternoon at 1:30 o’clock. 1 
Sacramento. January 1—Marj' G. (wife of the late 
Gustave Gotthold and daughter of Mrs. Catharine 
Wagner), a native of Philadelphia, 33 years, 1 
month and 27 days. 
[Friends and acquaintances are respectfully invited 
to attend the funeral, which will take placo from 
the residence of her mother, corner of Tenth and 
E streets, this afternoon at 2 o’clock; thence to 
St. Rose.Church, where funeral services will be 
held] 
Sacramento, December 31— Adolphina (wife of Emil 
Johnson), a native of California, 19 years, 0 
months and 10 days. 
Near Roseville, December 2 9 - Arthur L., infant 
son of F. M. and Hattie F. Stephenson, 1 month. 


W e i D e M eyeh*s C a t a r r h C u re 
Stops hawkiusr, prevents poisonous mucous 
dripping in the thro*f, purities the breitb, 
and improves the voire. $1» of all druggists. 


H ow C h ild ren Wn«l “ F u ii.” 
On a summer day, they went to play, 
Down the roid to Deacon Jones’ pasture; 
l>ick c imhed tbe tree, Vic looked so gay ; 
The hours w*re spent in fun and laughter. 
That night, those youngster* yelled with pa n, 
Yes, the funny Dick and Victoria; 
The gripe« were of the green apple kind, 
But quickly cuicd by C a^io rla. 


jl-lmVW F 
Terrs 
PILLS 


S Y M P T O M S O F A 
TORPID LIVER. 
L o ss o f A p p e tite , B o w e ls co stiv e, F a in in 
th e H e a d , w ith a d u ll ttn s a tio n in th e 
b ack p a r t, P a in 
u n d e r th e B h o u ld er 
b la d e , fu lln e ss a f te r e a tin g , w ith a d isin ­ 
c lin a tio n to e x e rtio n o f b o d y o r m in d . 
I r r ita b ility o f te m p e r. L o w sp irits, w ith 
a fe e lin g o f h a v in g n e g le c te d so m e d u ty . 
W e a rin e s s, D izzin ess, F lu tte rin g a t th e 
H e a rt, D o ts b e fo re th e ey es, Y ello w S k in , 
H e a d a c h e g e n e ra lly o v e r th e r ig h t eye, 
R e stle ss n e s s, w ith fitfu l d ream s, h ig h ly 
colored U rin e , an d 
CONSTIPATION. 


T I, I T ’S PILLS are esp e cia lly ad ap ted to 
su ch ca ses, o n e d o se eiie c ts su ch a ch an ge 
o f fe e lin g a s to a sto n ish th e sufferer. 
They Increase the Appetite, and cause tbe 
body to Take on Fie»»», thus th* system is 
nourished, and by their Tonic Action on the 
Digestive Organ». Regular SlooU R e p ro ­ 
duced. Price 25 cents. 35 fM u rra y S t., K. T . 
TUTTS HAIR DYE. 
6 ray H a ib or W f h s k o s cbnngcd to a Glossy 
Black by a single application of this D ye. I t Im­ 
parts a natural color, acts Instantaneously. Sold 
by Druggists, or sent by express on receipt of 81. 
O FFICE, 35 9fIT K R A Y ST., NEW iO R T i. 
( 
Dr. TUTTS U S U A L *f Talnablf I-.fora at! on a a í V 
Uatftil Rear!»!* will 
— He4 FREE oa application.,# 
sio o o 


RkWARD ! FOR 
any case of Blind, 
Bleeding, Itching, 
Ulcerated or Pro] 
tnidioi? PI i ES that DsBfNO’4 PILE REMEDY faili 
to cure. Prepared by J. P. MILLER, M. D., at his 
Drug Store, 15 North Eleventh street, Philadelphia, 
Pa. None genuine without his signature. Seed lor 
circular. Sold bv d ru g sn sts. SI bv maiL 
o9-2plyMYYFAsw!yW 


NEW ADVERTISEMENTS. 


The aubacrlbcr dw.rw to call the .mention of lawyer*, aa tiara, 
«cd buatnett men generally ttorouahwui ice West, to the tacilitiea 
of the VALLEY PRESS for doing thoroughly gwd printing. 
He will maintain the enJieut reputation to long attached to tha 
boose. The cc*t of elect ' and perfect printing i* not greater 
th-n that which ia disarrov W to eee and hand. Add rise 
H. A. W 5A \ \R . 327 J St.. Sacramento. Cal. 


Armory Co. G (Sarkfirid Guard), 
) 
First Artillery Regiment, 
t 
Sacramento, January 2.1S83. j 
The annual meeting of Company G will be held 
THIS (Wednesday) EVENING, J&uuary 3d, at S 
o’clock, for the transaction of business. Election of 
an Executive Committee and other important buti- 
ness will come before the meeting. 
Every member 
is requested to be pregei t. 
By order of 
JOHN P. DALTON, 
Captain Commanding Company. 
Joiin C. D a sb, First Sergeant. 
[B. C.] 
j3-!t 


Tlir Frauen V ereln o f the G erm nn Luth­ 
eran Church will hold their monthly meeting THIS 
(Wednesday) AFTERNOON, January 3d, at 3 o’clock, 
at the Church, comer of Twelfth and K streets. All 
members will please attend. 
By order. 
j3-lt* 
MUS. B. KNAUER, President. 


i / N r \ 


A Pfntfri M eeting o f I’nton Lodge, 
No. 58, F. and A. M., will be held at Masonic 
Ilall, THIS (Wednesday) EVENING, Jan-5 
uary 3 ,1S83, at 7 o’clock. 
Visiting Brethren/ 
cordially invited to attend. 
Per order. 
ALBERT HART, W. M. 
J o h n M cA r t h u r , Secretary.____________j3-lt* 


L adles Choral Society w ill m eet T his 
(Wednesday) AFTERNOON, at ‘2 o’clock sharp. A 
full attendance is requested.______________jS-lt1* 


V alley C on n ell, No. 60, I. » . C. F.—Offi­ 
cers and members will meet THIS (VNednesday) 
EVENING, at Encampment Hall, Odd Fellows’ 
Temple, Ninth and K streets, at 7:30 o’clock. The 
strictly enforced. 
All members of the Order are 
cordially invited. 
CÜA8. T. JONES, C. C. 
Robt. T. D r y l in, R. S. 
[B. C.] 
j3 It 


T he S acram en to Society o f C aliforn ia 
Pioneers desire to return thanks to Mr. Leonard, 
Mr. and Mrs. Sheet?, Mrs Pinkham. Mr. Carroll, 
A. H. Powers, Jr., Miss Griffin, Miss Mattie K. Pow­ 
ers, and the young ladies who assisted at their social 
on December 29, 1S82. 
JAMES II SCLUVAN, 
j3- 
[B. C.] 
Chairman Committee. 
W 
ANTED—THREE OR FOUR ROOMS FOR 
housekeeping, five or 
six blocks f-om 
Postoffice. Address Bex 373, Sacramento Postoffice. 
<3 It* 


w 
ANTED — TWO 
FEMALE TELEPHONE 
Clerks. 
Apply Telephone Exchange. Í3-H* 
L 
OST —SATURDAY EVENING, DECEMBER 
Slit, Chinchilla Fur Cellar. Finder will be 
suitably rewaroed by leaving same at 1233 H street, 
near Thirteenth.________________________ j3-lt* 
T 
O LET-DESIRABLE FURNISHED ROOMS 
at northeast comer Eighth and M streets, two 
blocks from the State Capitol. Terms reasonable. 
Apply on the premises.__________________j3-lw* 
T 
O LET—TWO OR THREE ROOMS, WITH 
all the conveniences for housekeeping. Icquiio 
at the Employment Office, 101S Eighth street, be­ 
tween J and K. 
j3 tf 
F 
u r n i s h e d eoom 3—n i c e l y f u r n i s h e d 
sunny rooms, with board, at the northwest cor­ 
ner of Ninth and L streets. 
j3 lw* 
N 
OTICE-A REWARD IS OFFERED TO ANY 
person who w ill find the property belonging to 
the D. U. Howe catite. See Rkcord-Lnion of Jan­ 
uary 1st, page 9, column 3. More fact than fiction 
or fun about this, though it may seem so to you. 
CARL STROBEL, 321 J street. 
j3 3tw:lt 


Longton’s Card to the Public. 


People*! M arket, J street, b etw een S ix th 
an d S ev en th . 
O 
N ACCOUNT OF THE RUSH OF THE HOL* 
iday trad*, I did not have time to have my 
business review put in the New Year’s number of 
the R f.cord-U m o n , but that the business review of 
the city should be complete I have been interviewed 
by an interviewer sent for that purpose. The bal­ 
ance is what passed between up : '* Why is it that 
in the short space of two months you have built up 
the best trade in your line (poultry, game, butter, 
cheese, eggs, etc.) in the city, and while you and 
your clerks are always busy the old corner looks as 
if it had got through the breaking up of a hard 
winterT* “ Well, to tell you the truth, I reaily 
don’t know, but there are several reasons why the 
business I have started has been a success. Fiirpt, I 
employ no boys. 
If ladies dislike one thing more 
than another it is to be wait d on by inexperiencei 
youths, and as a conrequeuce I employ none but 
tried men who understand their business, and in my 
business it requires judgment to assist customers in 
supplying their wantj. Experience is something re­ 
quired.” 
“ Well, as regards your business, about 
what amount have you done durirg the holidays?” 
“ As to that 1 find it a hard matter to keep the run, 
but this time I kept a record and fou< d I retailed 
987 turkeys for Christmas alone, besides other small 
fry.” “ And as regards the balance of your trade?’’ 
“ Well, really, I don’t care to have you pry into my 
business too much, but this I will say, that the old 
man is able to hold his own, even if he has not the 
benefit of tented years on his ride.” But Longton’s 
business forbade him to waste any more time, and 
we had to bring the interview to a close. 
j3 It 


IMPORTANTU O m i SALE. 


F R ID A Y 
JANUARY 
5, 1883, 


At 10:30 A. M., 


BY O R D EB OF H . IIÜ B D . ASSIGNEE. 


The Entire Stock of AMES, EAIiLE & CO., 
Coiner of Seventh and J streets, 


A ppraised a t N early $10,009, c o n sistin g o f 
S toves, Gag F ix tu res, H a rd w a re , 
ETC., WILL BS SOLD AT PUBLIC AUCTION. 


US' S ale P o sitiv e . ‘C-l 


D. J. SIMMONS, Auctioneer. 
j3-3t 
Office. 1013 Fouith s-t. between .J and R. 
DR. LICHTHSLL, 


OF NEW YORK CITY, 


Begs leave to inform the public that he has 
arrived in Sacramento and opened an cffice in 
the building over the CALIFORNIA STATE 
BANK, 
a r o . 3 2 S 
J 
S T S S 2 3 X 2 T 


(Rooms 11, 12 xsn 13), 


Where he can be consulted on DEAFNESS, 
CATARRH, and DISEASES OF THE 
EYE, EAR, THROAT and LUNGS. 


For upwards of twenty-five years, DR, 
LIGHTHTLL’S professional attention has 
been exclusively devoted to the relief and 
cure of these important ailments, and it is 
with pardonable pride that he refers to the 
sncce:-a which 
he has achieved in this 
special department of medical scienco. His 
apparatus and appliances for tbe examination 
and treatment of the hidden cavities of the 
head, throat and air passages are original, 
and confessedly the most perfect of anything 
of tbe kind yet devised, enabling him not 
only to readiiy discover the exact nature of 
the complaint, bat also to direct his applica­ 
tions to the diseased parts so effectually that 
relief is experienced at once, and permanent 
cures are often effected in the most stubborn 
and aggravated eases. And it is one of the 
happy features of his practice that the appli­ 
cations canee neither pain nor distress, and 
can therefore be readily administered to the 
most timid or nervous person. 
A candid opinion will invariably bs given 
as to tho probabilities of a cure, and no case 
will be accepted for treatment which does not 
offer a reasonable chance cf success. 


13" Office hours from 10 A. M. to 12 w., and 
l t o 3 p. m. 
dl2-2olin* 
Agricultural Park Proposals. 


B 
ID8 W IIL BE RECEIVED AT 7 HE OFFICE 
i-f the Secretary7,of the State Agricultural So­ 
ciety, Sacramento, CH., up to 


12 o’clo ck 31-, J a n u a r y 15, 1883, 


Fur the rent of buildings at Agricultural Park, with 
privi'eges connected itherewith, from February 1, 
1883, for one, two or three ycar^. 
A certified check for one month’s rent, at rate pro­ 
posed to be given, mu*t accompany bids, to be re­ 
turned if not accepted. 
The board reserves the right to reject any or all 
bids. 
H. M. LAk(J£, President. 
E d w in F. S m .t ii, Secretary. 
Sacramento, January 1, 1883. 
j3-MWFtd 


jSs € 3 0 ., 


A U C T I O N E E R S , 


916 J ST R E E T , brt. -Ninth and T enth . 


Regular 8ale Davs, TUESDAYS and FRIDAYS, 
at 10:30 o'clock._______________________ [3-2;tI 
PROBATE NOTICE. 
I 
N THE SUPERIOR COURT, STATE OF CALI­ 
fornia, county of Sacramento. 
In the matter 
of the Estate of B. F. MALLDIN, deceased. 
Notice I» hereby given that MONDAY, the 15th day 
of JANUARY, 1883, at 10 o’clock a. m. of said dav, 
and the Court-room of said Court, at the Court-house, 
in the city of Sacramento, county of Sacramento, 
and State of California, have been appointed as ths 
time and place for proving the will of said B. F. 
MAULDIN, deceased, and for bearing the applica­ 
tion cf MILLICENT R. MAULltlN and HUGH 
MAULDIN for the issuance to them of letters tes­ 
tamentary hereon. 
Witncrs my hand and the seal of said Court, this 
2d day of JANUARY. 1883. 
[seal ] 
TE5MA8 H. BERKEY, Clerk. 
By CtiAP. M. Coolam, Demitv Clerk. 
CkoviL. Johnson, Attorney for Petitioners. 
j3-'.d 
_____ 


ST E IN W A Y & S O N S ’ P IA N O S . 
A 
BEYMAN, SOLE AGENT, I 
sreet, bet. Sixth and Seventh,® 
opposite Court-house. 
PIANOS TC-J _ _ 
_ 
_ 
LET. Pianos sold on installment*. 
auv-U J n 


_ —i.^ ;, __ 


f i t M 
l 


GENERAL NOTICES. 


P eb n y W isd om —P o u n d F o lly . 
It ia fco ish to save the little that SGZODONT 
costs and suffer what will result in bad teeth and 
large payments to dentists. 
Place a bottle of it on 
the toilet, use fire drops only of it after eating, 
cleanse the mouth, and show your wisdom. 
j3 StWThS 


H o lid a y P resen ts. — F in est lin e ever 
brought to this coast of Steel Engravings, Oil Paint­ 
ings, Gold, Satin and Velvet Picture Frames, Vases, 
Pi, tore Books, Games, Photograph and Autograph 
Albums, Toilet Cas-s and Christmas Cards, the 
finest in the city, at THEODORE W. SCHWAMB’S, 
804 J street, the Royal St. John Sewing Machine 
man. 
dll-lm 


D r. I-a Mar’s sr n iln a l P ills en re a ll 
cases of Nervous Debility and Physical Prostration, 
such as Loss of Vigor, Nocturnal Emissions, Impo- 
tency and tbe many distressing ailments caused by 
Indiscretion, Dissipation and Self Abuse. This peer­ 
less remedy invigorates and builds up the whole 
system, repairs waste and arrests decay. To the 
Feeble and Infirm, to the Prematurely Old, and to 
all who need a Health-Giving Tonic Liixir, DR. LA 
MAR’S SEMINAL PILLS are confidently recom­ 
mended. Price, Í2 50 per bottle. Sent by mail on 
receipt of price, or by express, C. O. D., to any 
address, secure from observation. Address all or­ 
den to A. McBOYLE & CO., Druggists, 504 Wash­ 
ington street. San Francisco. 
Postotfice B jx 1952. 
n2-3m 


For th e L adles.—Piense a*k you r p h y . 
slcian his opinion of PURE CALIFORNIA PORT 
WINE. PEPSIN AND CALISAYA BARK combined, 
as a Tonic and Cure for Dyspepsia or Indigestion. II 
satisfactory, try HALL'S PEPSIN WINE BITTERS. 
au24-6m 


GADWALADER & PARSONS, 


•J^E A L ESTATE AND INSURANCE AGENTS, 


C orner T h ird a n d J streets. 


AGENTS 


UN1CN INSURANCE CO. OF SAN FRANCISCO 
F ire a n d M arin e. 


EDW. CADWALADER, Notary Public, Commis­ 
sioner of Deeds and Conveyancer. 
j!2*2ptf 
FOR SALE, CHEAP 


A 
FARM CONTAINING 160 ACRES OFrtSgt 
Land (25 acres in vineyard and 40 acresaApr 
in summer fallow), near Swiss Station, four 
miles from Sacramento. Price, 80,000, if sold soon. 


A N ew , Tw o*story F ram e D w e llin g , co n ­ 
ta in in g Ten Large R oom s, B ath -room , 
a n d a il m odern Im p ro v em en ts, w ith 
Lot 40x120 f e e t ; a ll 
w e ll im p ro v ed . 
PB1CC, $1,500. 
S itu a te o n F ifteen th 
street, n ea r U . 


AUCTIONS. 


PERSONAL 
PROPERTY! 
T 
h e u n d e r s i g n e d , a s s ig n e e o f am es 
EARLE & CO., will cause to be Bold at Public 
Auction, on 
F R ID A Y , JANUARY 5, 1863, 


— 
TH S STOCK o r ------- 
HARDWARE, STOVES, RANCES, STORE FIXTURES 
And PLUMBERS' TOOLS, situated in tho Store 
Buildiug, northeast cor. of Seventh and J Sts, in Sac­ 
ramento city. Also, One Horse and Wagon. Term* 
of sale : Cash, in gold coin. Sate will commence a 
10 A. ii. t f said day, at said store. 
Bids for th 
entire stock can be made at any time prior to th 
auction, and, if accepted by tbe undersigned, th 
stock will be dispoeed of at private sale. 
dlg-cd 
_____________H. HURD, Assignee 


SHIRBM & SMITH, 


DEALERS in ---- 


NEW AND SECOND-HAND 


FURNITURE,CROCKERY,ETC. 


JUST RECEIVED A LARGE LOT OF 


Furniture, 
Extension Tables, 
Chairs, Etc., 


From the Great HOLIDAY SALESin San Francisco. 


A lso, a Large A ssortm ent o f 
CROCKEBY & GLASSWARE, 


From th e CLOBING-OFT BALE o f JFLES 
t l K F A CO. 


t3T These goods are all bought low, and the 
benefit will be shared with our customer». 


SHERBURN & SMITH, 


No. 323 K S tre e t,............................ S a c ra m e n to 


AMUSEMENTS. 


METE0P0LITAN 
THEATER. 


SU C C E S S! SU C C E SS! 


RETFBN OF T IIE FA V O R ITE?, 
W. P. COLEMAN, I THE PALMER EEAMSTIC C8KPASY, 


325 J S treet........................................Sacram ento 
T 
O 
3 L * 3 E S T . 


T w o story R riek D w e llin g . M street, b e­ 
tween Ninth and Tenth ; 10 rooms, with all 
modern conveniences; $40. 
O ne-story Frnm r. F iv e R oom s. F ir'een fh 
street, oppoeite Sacramento Grammar School; 
$15. 
No. 919 N street—Four room s a n d sta b le, 
$12. 
One room In J o rd a n B u ild in g su ita b le 
lor an office, $5. 
F O 
K 
A m o d e rn -b u ilt, tw o-story fram e d w e ll­ 
ing, eight rooms, oc line of street cars, $4,500. 
A large n u m b er o f good d w e llin g s at 
prices ranging from $1,500 to $6,000. 
An eleg a n t lo t, 1 .'0x 100, co rn er S ix th an d 
P streets; very low. 
FARMS In variou s parts c f th e State and 
Sacramento couuty. 
H op a n d a lfa lfa lan d on Sacram en to riv er. 
A. Leonard fcSon 


1019 F o u rth R tT fft. ta c r a m e n io . 
au!7-SDlm 


ElegantPresents 


F R E N C H BI SQUE, 
Parian M?rble, 


AXD------- 
D resden China.! 


DECORATED LAMFS 


From the Celebrated Art Potteries of Europe. 
DAVBD BUSH, 
22 Post street, 
SAN 
FRANCISCO. 
o4-2p3mMWF 


SAN FRANCISCO AGENCY, 


THE GENERAL AGENCY OF THE 
DAILY RECORD-UNION, 


AND THE-------- 


SACRAMENTO 
WEEKLY 
UBIU8 


IN S A N F R A N C IS C O 


— 
a a t ------- 
No. 8 N ew M ontgom ery Street, 
P 
A T . A O B B C O T E 
m lr,-2ntf 


W. F. PETERSON, 


^ E l j 8 g j p i ¡ Í 9 £ ! p 


Manufacturing Confectioner 


Importer and Jobber in all kind» of 


FOREIGN and E0MESTIC NUTS. 


rLAIN AND FANCY CANSIES, 
Fancy Christmas Tree Ornamente, 
KTC., 
ETC., 
ETC., 


Nos. 618 a n d 620 J St’eet, Sacram en to. 
¡ST SEND F»R PRICE LIST._______ d6 4nfim 
McOEEARY’á PATENT 
ROLLER 
FLOUR! 


FOR KALE BY ALL CHOCERS. 


C 
McCREARY b CO , SACRAMENTO MILLS 
s now manufacture a grade of ROLLER FLOUR 
lully equal to the WAsHBURNE, or any ether 
Minnesota High-grade Patent Fie- 
Also, tbe 
whitest, strongest and best Bakers’ and Family Flour 
in the market. 
au84plm 
FLOURING MILL OWNERS, 
S 
END YOUR MILL PICKS TO THOMAS RAIN- 
BIRD at the old etand iu S. S. Nixon’s florge- 
shoeing Shop, K street, between Sixth and Seventh, 
Sacramento, where they will receive prompt atten­ 
tion, and will be ecientifically sharpened and tem­ 
pered. 
NEW PICKS made to order at the lowest 
price._______________________________d5-4olm* 


DOHN BROTHERS, 


/ j a a K STREET, WHOLES ALE AND RETAIL 
Jy U o dealers in the finest quality of Sourkraut, 
Salt and Vinegar Pickles, French Mustard, and 
Sauces of all kinds. 
t3 " Orders Promptly Delivered. 
d21-4plm 
Boarding and Livery Stable, 


c 
HASE & CLARK, PROPRIETORS— fa 
Fountain Stables, J street, b:tweenAí 
. _ 
. . . 
A T ill1 


For P o sitiv e ly T w o W eek* O n ly. 


In consequence of the necessary preparation for the 
proper presentation of BARTLEY CAMP- 
BLLL’S Great Irish Drama, 
MY GERALDINE, 


And in deference to a public demand, 


TH E LIGHTS O’ LONDON, 


The Greatest Melodrama of Modern Times, will be 
presented. FOR POSITIVELY.THE 
LAST TIME, 


This (Wednesday) Evening, Jan. 3. 


In active preparation, 
THE WHITE SLAVE I 


R eserv eil S eats W ith o u t E x tra C harge. 
d2S- 


Holiday Goods! 


Picture Frames I 


M I R R O R S * 


NEW r.NI.R IV IN « 8 a n d P lt’TI RF. FRAMES 
MADE TO ORDER BY 


WHITTIER, 


FULLER & CO, 


1020 and 1022 Second Street. 


ALSO. JL’ST RECEIVED, AN ENTIRE NEW 
STOCK OF 


CHRISTMAS, 
NEW YEAR and 
BIRTHDAY 


O 
A 
. 
3 
& 
3 
3 
S 
. 
___________________ di-utf____________________ 
TO THE TRADE. 


JOSEPH HAHN, 
F 
o r m e r l y a m e m b e r o f 
the firm of H. C. Kirk & Co , 
wholesale druggists, having rc 
turned from his Europeans and 
Eastern trip, has opened a new and 
extensive Importing and Wholesale 
f^tabli»hmenc at 
m, 


•09 J S treet, b etw een r tfih and S ix th , 
Sacram en to, 


Where will bo kept the fullest stock of 


Dings, Medicines & Toilet Articles. 


In the department of TOILET ARTICLES he has 
brought to the market the finest and largest stock 
of Holiday Goods ever seen upon this coast. His 
fine Parisian Goods, selected by biniself in Paris, 
will be opened thi9 week, and together with pur­ 
chases made personally at the manufactories in the 
East, will form the finest possible selection any­ 
where to be found, an/1 will be sold at tbe VERY 
LOWEST RATES. These goods oonsist of every­ 
thing in the Holiday Trade, such as Dressing Cases, 
in ivory, Celluloid, Rubber, Plush and Woods, of 
beautiful designs and finest quality; elegant Odor 
Cases, Perfumery and Soaps of all descriptions, both 
Amerio&n and Foreign. A stock of Drugs, Chemi­ 
cals, Medicines and Surgical Appliances, of every 
kind known to the trade, arc being imported and 
received from first hards ; and having just opened 
an entirely new establishment, nothing but the 
freshest tod latest will be in stock, and all of which 
will be sold EVEN WITH THE VKRY LOWEST 
SAN FRANCISCO RATES. The husmees will bo 
conducted under the firm name of 
n21-ietf 
JO S E P H 
A CO. 
DR. G. L. SIMMONS 
H 
AS RETURNED TO SACRAMENTO PROM 
his Eastern trip, and may be consulted at his 
o a office, 212 J street. 
d20-2nltB 


Charles Robin, 


Jp O R THIRTY YEAR! IN TIIE CLOTHING, 


Furnishing Goods and IUt Business, has modo 


up his mind to offer to the public, for the period of 


NINETY 
DAYS, 


All goods in his line AT COST. ROBIN humbugs 


nobody with baits, and does not interfere wi;b other’s 


business. He buys his goods for CASH, and will 


sell them for CASH ooly. Como and see for your­ 


selves and save money. All goods at FIRST COST. 
Jl t f 


WATERHOUSE & LESTER, 


— 
■ IMPORTERS OF------ 
WAGON LUMBER 
AND---- 


CARRIAGE MATERIAL, 
Nos. 708 and *10 «I stre e t, 
sacramento» 


Noe. 16 £ 22 Beale street,....................3¿nV ’rancisco. 
No. 159 Front street,... ....[ jl tfj............New York. 


Tenth and Eleventh, Sacramento, d29 4plm* 


CSiCKEBS i CONFECTIONS! 
H 
FISHER, NOS. 598 AND Rio J STREET 
• Sacramento, hsx just taken the Wholesale 
Agency ol the CALIFORNIA CRACKER COMPANY 
of San Francisco. 
CRACKEK8 cold at iowcat San 
FrancCco price?, with difference in time and freight 
In favor of purchasers. 
Also, FISHER 8 CHOICE 
CONFECTIONS, at lowest market rate* an22-8p* 


THE DAILY RECORD-UNION. 
WEDNESDAY......................J iM AUY 3. 1883 


ADVERTISEMENT MENTION, 
Metropolitan Theater—Palmer Dramatic Company. 
Proposals—Agricultural Park. 
Probate notice—Estate of B. F. Mauldin, de­ 
ceased. 
Reward—D. U. Howe estate. 
Meeting—Wnion Lodge, F. and A. M. 
Meeting—Frauen Verein. 
Meeting—Company G. 
Card of Thanks—Pioneer Society. 
Lost—Chinchilla fur collar. 
To let—Furnished rooms. 
To let—Housekeeping rooms. 
W anted- Rooms for housekeeping. 
Wanted—Female telephone clerks. 
Meeting—Valley Council, I. O. C. F. 
Meeting—Ladies’ Choral Society. 
Furnished rooms, with board. 
Card—Longton, of the People’s Market. 
Auction Friday. 
D. J. Simmons—Stock of Ames, Earl & Co. 
. 
Business Advertisements. 
Bell & Co. —Regular sale days. 
II. A. Wearer, the printer—327 J street. 
A. C. Tufts, druggist and apothecary. 
Hale Bros. A Co.—Clearance sale. 


LOCAL INTELLIGENCE. 


THE BANQUET TO GOVERNOR PERKINS. 
It was given ont by tie management of the 
banquet given in hoDor to Governor Perkins 
last night at the Fiehsr banquet ball that no 
speeches would be made, no toaete proposed 
and no responses expected. With tbis sup­ 
position the reporters of the city press re­ 
tire! early in the evening. But the later 
proceedings were replete with the most 
brilliant display of eloquence, repartee, 
wit and sentiment that 
haB 
ever 
characterized an occasion of this kind. 
The 
spread 
constituted 
a 
most 
sumptuous repast—a banquet with all the 
brilliant accessories the term implies. The 
incoming Governor, General George Stone- 
mar. was a guest, and wsb the recipient of a 
most cordial welcome to the capital. 
Governor Perkins was the subject of many 
complimentary speeches and toasts, and at 
the close if the banquet was presented by 
Hon. N. Greene Curtis, on behalf of the 
company, with a splendid set of silver. Judge 
Curtis, who was master of ceremonies, made 
a most feeling and eloquent speech, which 
was responded to by Governor Ferkins in a 
Bpeech which for its pathos, eloquence and 
genuine feeling was pronounced by all his 
friends the best effort of his life. For its 
hearty good-fellowship, for its wit, its senti­ 
ment and its spontaneous good-will, the ban­ 
quet of last evening deserves an endnring 
place in tho memory of every participant. 
The company «¡dispersed at 2 this morning, 
hence this imperfect characterization of 
what was indeed a brilliant and enjoyable 
occasion is all that can be given. 
C u t Trusteis.—The Board of City Trus­ 
tees met in regular session yeaterdav, all the 
members present. The report of Chief En­ 
gineer Foster, of the "Water Workp, showed 
that the pumps had been in operation 124 
hours during the week, and 10,080,750 gallons 
of water pumped, lie porta were received 
from city officials and ordered on file as fol­ 
lows: Superintendent of the Cemetery, col­ 
lections for the month, §301 25; N. A. 
Kidder, Harbormaster, collections for the 
month, $142 50 ; City Collector, for the week, 
56,518 50; Clerk of the Water Works, col­ 
lections for quarter ending December 27.1882, 
§16,024 75. ft. S. Carey k Sons, by their attor­ 
ney, W. C. Van Fleet, presented a demand for 
damages sustained by their street cars on 
Sunday last from snowballs, etc., that were 
thrown by certaiu persona. The demand was 
ordered on file and the matter taken under 
advisement. Ciiy Attorney Anderson ap­ 
peared and explained the nature of the suits 
known ag (he bond coupon suits against the 
city of Sacramento. He asked for additional 
counsel, and the matter was taken under ad­ 
visement. After allowing a number of de­ 
mands on the City Treasury, the Board met 
with the Chief Engineer of the Fire Depart­ 
ment and, under the provisions of Ordinance 
No. 180, granted permission to store surplus 
oil to the following-named firms : Continental 
Oil Company ; Whittier, Fuller k Co., and 
Standard Oil Company. The bills allowed 
by tho Board w-ra as follows: Capital Gss 
Company, §1,255 30 ; L. L. Lewis, §42 ; H. 
S. Crocker & Co, §21 50; John T. Carey, 
$15; B. C. Brier. §10; Lem Chung, §6 ; J. 
Kieper, $5 ; L F. Bassett, §28 75 ; Loftvis k 
Co., §149; E. Gunn, S'20 75; T. J. Ballon, 
$29 75; II. Johnson, §20; J. Kennedy, §6; 
Frank Onghton, §12 50; J. Lynch, $10 ; F. 
O’Laughlin, $8; J. Leonard, §3 25 ; S. H. 
Davis, $9 90 ; P. Herzog, §80 55 ; S. Nathan, 
S3 ; Sacramento District Telegraph Company, 
$1 38 ; T. S-river, §1; T. Cotter, §12 50; P. 
McGinn its, §10. 
Board op Supervisors.—The Board of 
Supervisors met in regular session yesterday 
morning—present Dreman, "Wilson, Blair, 
Bntler and Beckley. The report of Charles 
Miller, Overseer of Boad District No. 12, 
was reported by Supervisor Beckley as cor­ 
rect, and ordered on file. The claim of Ed. 
Cadwalader for rebate of taxes on property 
MBessed to Adam Nessell, which had been 
referred to the Auditor and Assessor, was re­ 
ported as an illegal claim and was not allowed. 
The petition of Thomas Steele and others for 
a new road in Road District No. 15, accom­ 
panied by a bond as required by law, was 
read, the bond approve'*, and the petition 
ordered on file. Seymour Carr, Thomas H. 
Fowler and J. C. Pearson were appointed 
viewers. 
The Clerk of the Board was in­ 
structed to advertise for hospital supplies. A 
recess was then taken to 2 P. M At the 
afternoon session the petition of citizens for 
the appointment cf Ed. Byiugton as Consta­ 
ble for San Joaquin township, vice D. S. 
Bascom, resigned, was taken up, and on call 
of the roll the petition was granted and Mr. 
Byingtnn declared elected. A report was re­ 
ceive! fr> m the experts in the matter of the 
claims of P. H. McGrew and others for work 
done on the Hall of Records, and the report 
approved. Tho amounts of claimB as reported 
are as follows: Wm. Gntenbu.-ger, $375; 
Cronan & Dunbar. $500 ; Chas. H. Carter, 
§320 ; P. H. McGrew, $190. Total. 81.685. 
The claims were allowed by the following 
vote : Ayes—Draman, Wilson, Bla'r, Beck­ 
ley. Noes—Butler, Bailey. Mrs. Salgard 
made her regular application for relief, and 
was given aa order h r §5 worth of groceries. 
She intimated that she would return in two 
days for some wood. The Board then ad­ 
journed nnlil 10 o’clock to-day. 
P olick Court.—Business was tranBaoted 
in the Police Court yesterday as follows : 
L. B. Smart, disturbing the peace, discharged; 
Ah Jane, committing a nuisance, continued 
to January 31; James Turner, alias Faring- 
tor, vagrancy, pleaded guilty, sentenced to 
sixty days in rhe County Ja il; Ssmuel 
Holmes, disturbing the peoce, deposit for­ 
feited ; J. Clemmens, common drunkard, 
pleaded guilty, sentenced to thirty days in 
the County Jail; James Lewis, common 
drunkard, pleaded guilty, sentenced to sixty 
days in tne County Jail; Louis Kavanangb, 
common drunkard, found guilty, sentenced 
to ninety dsys iu the County Jail; E. Ham­ 
mond, maintaining a public nuisance, fined 
$69 or 60 days in the County Jaib 
B o a rd o f E d u ca tio n .—The ci’.y Board 
of Education met Monday night. Present— 
Messrs. Petrie, Stalker, Hancock, Hammer 
and Tracy. 
The minntes of the previous 
meeting were read, and the Bosrl adj turned 
sine die. Tne new B»ard was then called to 
order by the Secretary. There were present 
Directors Stevens, Slater, Cooke, Stalker, 
Hancock, Hammer, Goodhue and Tracy. 
On motion of Air. Hamuie*, Felix Tracy was 
placed in nomination for President of the 
Board, and was unauimous’y elected. The 
application of E. P. Rowell for a recom­ 
mendation for a life diploma was granted, 
and the Board adjourned to meat to-day at 
7:30 P. M. 
P ostal D eliv er y.— "The following was the 
report of the letter carriers for the month of 
December, 1882: Delivered—Registered let­ 
ters, 379: mail letters, 37.871; mail postal 
cuds, 6,138 ; drop letters, 3 444; drop postal 
cards, 3 658 ; papers, etc., 32,484 ; total, 83,­ 
884. Collected—Mail letters, 24 831 ; drop 
letters, 1 376; postal cards, 5,072; papers, 
etc., 2,905; total, 34,184. 


D eclared O f f.—The reported engage­ 
ment of President Arthur to Mrs. Langtry 
is a cruel canard, originated in the newsy 
brain of a New York reporter. Absurd as 
was (he rumor on its face, it created quite a 
flarry in England. H. R. H. the Prince of 
Wales sai l it should never be by any moans, 
and asked his royal mamma what to do about 
it. Victoria replied that if Chet was de­ 
termined to hava tho Jeriey Lily ¡she could 
not prevent it any more than she could pre­ 
vent the Blue House selling b>ots and shoes 
to the best families < f Sacramento, and that 
yon know I caa’tdo, Albert. I cin’t, for they 
sell such hcnest goods, and allow no custom­ 
er to leave their store diseatisfied. 
* 


A REUNION. 
Sixth Annual Banquet of Weinstock A 
Lubtn te their Employes. 
Messrs. Weinstock and Lnbic, of the Me­ 
chanic»’ Store, gave tbeir sixth annual banquet 
to their employes at the Golden Esgle Hotel 
on Mocdiy evecirg. These gentlemen, and 
the buiiness that they prosecute, fill too large 
a place in the commercial affairs of tbis city, 
and the remarkable progress of tbeir business 
in Sacramento, together with the push, 
energy and perseverance that have marked 
their phenomenally successful course, are too 
well known to call for any other than casual 
remark in this place. One of the peculiarly 
pleasant features with which they have 
broken the monoto ne of business, and light­ 
ened the labors of their employes, has been 
the annual reunions, of which this is the 
record of one. There are numerous features 
in their system of business that tend to the 
improvement and the 
m a te ria l an d m en tal 
Advancement of those who labor in tbeir 
large establishment. The firm membership 
has, íd a degree and to an extent rarely met 
with, given of its meane, and time, and its 
best energies, to promote the welfare of their 
employes and to encourage them in Buch 
courses as must lead to honorable, useful and 
successful lives. 
At the first banquet given by the firm but 
a few more than a dozen sat down at the 
table. The number ba3 grown with each 
year, and with a rapidity that has been aston­ 
ishing, until on Monday night no less than 
162 employes, ranging from mere boys in 
knickerbockers to men bearded and gray, and 
from small girls in ahort clothes to women of 
mature years, were present and engaging in 
the festivities with a heartiness and whole- 
sonled spirit that could not be mistaken. 
The reunion took place at the Golden Eagle 
Hotel, and began about 3 p. M , when the 
employes, with several cf the guests, assem­ 
bled in the parlors cf the house, wbich had 
been prepared especially for the occasion. 
Fisch k Watson’s orchestra was in attend­ 
ance, and for five hours the dance went on, 
and a social mingling that was marked by 
courteous behavior and polite demeanor, but 
without stiff formalities. The floors were 
canvased to facilitate ease of dancing ; dress­ 
ing rooms were provided, and attendants were 
ready to serve guests. In the hall next to 
the parlor refreshing but unintoxicating bev­ 
erages were dispensed freely. At the conclu­ 
sion of the social party the banquet, or an­ 
nual dinner, took pl&ce—a fitting finale to a 
most enjoyable New Year’s reunion. 
THE MANAGEMENT 
Of the entire affair was under the personal 
supervision of the hosts, aided by these com­ 
mittees of employes : 
Executive Committee—C. E. Phipps, Wm. 
Roan, E. Bonnheim. 
Floor Director—William Skeels. Assist­ 
ants—S. W. McKim, E. Bonnheim, Warren 
Dickson, Jno. Fenton, F. Parsons. 
Reception Committee—Wm. Dickson, B. 
L. Morris, M. Levy, E. Franklin, A. Lyons, 
L. Sarchett, F. Winnie. 
Ladies' Reception Committee—Mrs. E. 
Franklin, Miss Katie Wells, Miss Minnie 
Payne, Miss Lena Roddy. 
Committee on Toasts—E. G. Messner, I. 
R. Shaw, S. Farnsworth. 
Literary Committee—A. C. Fisher, Miss 
Josie Spencer, Miss Emma Hummel. 
Committee on Music—R. H. Auerbach, 
Miss Nellie Spencer, Miss Josie Hummel. 
On Carriages—E. G. MeBsner, Jas. Heffer- 
nan, T. S. Holden. 
The gue3ta specially invited were numerous. 
Had the capacity of the_ hotel equaled 
the desire of the hosts in the matter 
of inviting guests, it is probable that its 
dining-room area would have been greater 
than the entire iioor-space of the Capitol. 
The guests began to arrive about 7:15, and at 
8 o'clock had all assembled and marched to 
the dining-room. Among those present as 
gucs’.s were : Hon. II. M. LaRue, Rev. Dr. 
Frost and wife, Rev, Father Grace, Rev. J. 
Bloch and wife, Rev, H, H. Rice and wife, 
Rev. Mr. Brier and wife, Rev. Mr. Henry 
and wife, C. H. Cummings and wife, Ed. 
Katzenstein and wife, D. J. Long, Samne! 
Marks cf San Francisco, Miss Lou Bidwel), 
Miss S. Morris, James McCIatchy, S. E. Car­ 
rington, B. K. Chapman, Miss Wilcox, Mat­ 
thew Cooke and wife, Mrs. O. N. Skeels, 
Mrs. Addie Carter, Miss Kate Skeels, Felix 
1'racy and wife, Rev. I. E. Dwinell, Dr. 
Tyrol!, L. Elkus and wife, Miss M. FI sis 3- 
ner. Wm. P. Coleman, Wm. Govan, Mr. 
WiiliamsOD, W. R. Strong, Judge W. A. 
Henry and wife, Mrs. Kuhn, Miss Agnes 
Hummel, Mrs. L. Hummel, I. N. Hoag, wife 
and daughter, George W. Hancock, G. O. 
Hayford and wife. Rev. A. J. Hanson, Grove 
L. Johnson, wife and daughter, F. A. Jones 
and wife, and others. Iu all 222 persons sat 
at the five tables, which were spread with a 
taste and bounty exceedingly creditable to the 
caterers, the Messrs. McNasser. The viands 
were choice, varied and ample. 
A large force of skilled waiters being Bm­ 
p' oye.1, the service was made according to 
tho courses announced in the menu. When 
all were seated, Mr. WeinBtock, who pre­ 
sided, after a few fitting words of welcome, 
introduced Rev. Father Grace, who asked a 
blessing upon the food spread for enjoyment. 
At 10 o’clock the last coarse had been served, 
and the post-prandial exercises began by a 
chorus of thirty voices, chosen from the em­ 
ployes, and led by Miss Fieissner, soprano, 
and Mrs. Cartor, contralto, with Miss Lou 
Bidwell presiding at the piano. The chorus 
was an excellent one, and won a deserved en­ 
core.Mr. Rjwan offered the first toast of the 
evening, “ OurHosts,” and Mr. Lubin re­ 
sponded. 
sir. lübin’s speech. 
Mr. Lubin began by a few pleasant romarks 
concerning his vocation a3 a business man, 
and his lack of oratorical and linguistic 
powers. To the literary men present he 
would, for the moment, leave business, they 
to speak of that subject, while he wonld en­ 
deavor to give his ideas on the soul, a subject 
on which his friends, the clergymen preBent, 
were given to descant. He then compared 
the soul to a ray cf light represented by a 
pare and perfectly white rod that was to 
symbolize the roul as formed, and wbich dies 
without other change. But taken again in 
its growth the white emblem of perfection 
and innocence passes through various stages. 
From the white, thd inactiva state, let it be 
said it first tnrns to a grayish brown. This 
is the result of action upon it of exterior in­ 
fluences. What does it then represent? It 
represents the characteristics fonnd in many 
Asiatic races, slaves to despotic rnlers, and 
represents much of the peasant class of 
Europe, and of the lower stratum of men gen­ 
erally. It then changes to the first primary 
color—red, the color of passion—denoting 
combativeness and destructiveness. The 
white, by this change, is very nearly effaced, 
and we have lef", in representative form, 
ignorance in its slavish aspect, brutality and 
violence—the purely animal traits. The 
next transformation, the result of exte­ 
rior influences, is to yellow—the color 
of gold. Of this the characteristic is 
acquisitiveness, and if may be material 
or spiritual iu nature. The love of gain in 
itself is not bad. It conduces to the love of 
power, and to its acqudtion. But it is also 
conducive to the acquisition of knowledge, to 
the attainment cf ideal standards, to the ac­ 
quisition of the highest state of culture or re­ 
finement. Primarily, the desire to accumu­ 
late—the love of gain—has bean the motive 
for action in ’he progress of all nations. If 
it began with a sordid desire for worldly 
good*, that led to a loftier and better desire, 
and so on, antii from the sordid, the desire to 
gain money leads to the desire to gain the 
better things—the intellectual and the ele­ 
vating and refining. Tiiis was illustrated in 
the case of the Jewish people, the Grecians 
and tho Romans. Tne Jews’ love of gain re­ 
sulted in the production of a racs of prophets 
and wise men. who hav3 left enduring markp 
upon the world’s history. When the Greeks 
became a commercial people they developed 
philosophers and poets, art, music and learn­ 
ing, and the impress of these is ineffaceable. 
The Ramans did not preserve the equilibrium 
between the spiritual and tho materia!, and 
henc9 they expired in that state represented 
by the yellow, an i their marks on the page of 
the world’s records are mare those of vi .-lence. 
Their love cf gain did not rise ont ot iu 
lower development as represented by the yel­ 
low. The last transformation in this com­ 
parison of soul bnilding to primary colors 
and their anion (is when the change is to tho 
blue, representative of the ideal element. In 
this is found the devoti mal and the poetic, 
and they become the pivotal points of exist­ 
ence, and bare religion and the recognition 
of a higher and all-ruling power is developed. 
Bat in all thess changes let us cot fall into 
the error of supposing that the transforma­ 
tion or passage from one of these states to 
the other obliterates, necessirily, the ele­ 
ments represented by the colors iu my simile. 
Oa the contrary, the per fset anion of the 
three in proper proportion alone produces the 
perfect soul, and the perfect man. As the 
red, yellow and bine rays combine to pro­ 
dace the perfectly white and colorless ray, so 
the union and blending of what they have 
been made to represent in these remarks pro­ 
dace the perfect soul. I may compare the 
three to tha three sides of a triaDgle, each 
beiog cf equal length and the whole compos­ 
ing a perfect figure. But the proportions 
may not be equal, and onr figure will not be 
perfect. Love cf gain may prevail; the 
ideal and spiritualistic may be predomi­ 
nant; tha pusely animal m»y control; and 
in either cess the undue development of 
one dwarfs tee others, and hence come im­ 
perfections of toul. Let me say that the 
earnest striving after a pure and beautiful 
ideal, however seldom realized, ehould be the 
nucleus aronnd whi- h onr lives shonld center. 
AU else is shell. This alone is the kernel and 


very life, the only measure of existence. It 
is the chief distinction between man end 
brnte. I am not prepared to express myself 
as to physical evolntion, bnt I am clear that 
thare ii mental or intellectual evolution. 
Forms constantly change; substance only re­ 
mains—for I do not think the man-proper is 
a composition of natural parts, subject to 
rhiug. < and decay; his possessions and him­ 
self are but changeable forms; lh* undecay- 
inc, the indestructible element, is that not 
present to the senses, the so-called immate­ 
rial—the soul; and this alone constitutes tte 
man. As I have endeavored to show to my 
young friends that the gruwth cf the soul is 
toward psrfection, let me carry the simile 
further that I hare used, and suppose a soul 
once properly balanced to enter upon still 
another change. The proportion of elements 
becomes distorted, and as one is dimmed by 
the undue influence of the other a species of 
adulteration of the whole takes place ; our 
perfect figure becomes distorted and its pro­ 
portions are lost. When this begins 
to take place it is at once man 
ife3t to the observer. 
Let us remem­ 
ber that the Boul 
speaks 
through 
the eye and the countenance. There can be 
no deterioration of soul that will not make 
iteelf manifest and be known of men. The 
goodness that is in us is instinctive. The eye 
speaks of the purity of the eoul at once, in­ 
stantaneously. God’s goodness is instructive, 
instantaneous, net the result of calculation. 
So with man in God’s image : the well-bal­ 
anced faculties, like a flash of light, decide 
between right and wrong intuitively ; far be­ 
yond human possibility of measure as to time, 
the good speaks. When calculation is neces­ 
sary, the good is not present. In its place is 
deceit and craft. The good cannot be the 
result of calculation, it must be immediate, 
ever present. Interruption of any of the 
conrees cf nature produces what we call tick- 
ness ; then comes the effort to recover, to re­ 
pair, and out of this ofteneat comes good— 
that which raeults from experience. So 
Seneca said that sickness often prevents men 
from dyiDg. The disproportions of soul ele­ 
ments, that I have sought to point out, or 
their deterioration or adulteration, produces 
an illness of bouI, out of the recovery of 
which we may advance to a nearer approach 
toward perfection. So, out of any unsettled 
state of onr mentality, any illness ef soul, let 
u p, in our striving to be whole again, eeek to 
come closer to our loftiest ideal, and profit by 
that which we have Buffered. Mr. LubiB’s 
remarks were loudly applauded. 
Mr. Auerbach then sang a bass solo with 
good effect. 
Mr. Brady then offered the toast, “ Onr 
ladies, God bless them.” 
William Skeels was called upon to respond, 
and having placed himBelf in a graceful atti­ 
tude and opened his mouth for the effort, was 
suddenly checked by a small specimen of 
humanity— Master Freddie Webb — who, 
from the hight of a chair, said he did not 
want to Bpoil Mr. Skeels’ chances to “ spout,” 
but he and his chums wanted to be heard on 
that subject. 
This occasioned great merriment. The 
Chairman asked Mr. Skeels if he would yield 
to the lad, and he did eo, when the young 
American thus continued: 
“ Mr. Chairman : Women are a necessary 
evil. Adam would have been the last of his 
own racs if a rib hadn’t been taken from him, 
and it would have been a good thing for the 
world if his bones had never been bothered. 
Just that act of surgery has been the caus9 
of keeping us all in hot water evar since. 
Eva started in to steal apples long before man 
ever thought of it. And talking from ex­ 
perience, I know the women to have been 
thieves ever since. They haven’t done any­ 
thing Matt. Karcher and Judge Henry would 
notice, but they’ve got awa7 with lots of 
pocket money, chewing gum, and many a 
heart I don’t know myself what women are 
good for anyhow. They can’t play tops, nor 
marbles, and it would make a gravestone 
langh to see them kick a football. And as for 
business, why, they don’t know no more 
about it than a baby. It would take a woman 
all day to figure a fifteen cent bill of groceries. 
They couldn’t no more whistle * Yankee 
Doodle ’ than they could turn a somersault. 
A pretty Riri is vety good in her own place, 
but nobody wonld choose her on a side in a 
base ball match. That’s my opinion on that 
subject, Mr. Chairman.” 
The boy was applauded to the echo, and 
bis pert speech caused great laughter, 
MORE TOASTS. 
Miss Leoa Roddy then gained the ear of 
the Chair and offered aa a toast “ The Gen­ 
tlemen—May they ever continue to he our 
protectors and admirers, and may we ever 
merit their love, respect and friendship.” 
Miss Josie Spencer beiog called upon by 
Mr. Weinstock to respond, did so in these 
words: 
“ Mr. Chairman, Gentlemen andjLaiiee : I 
must but regard it as a compliment to be 
called upon to respond to the tor st to the gen­ 
tlemen. They are, I believe, dear to every 
woman’s heart. Heaven b'eas and protect 
them, for what would we ladie.3 do without 
them ? This occasion is the Bixtb, I believe, 
that our kind and generous employers have 
tendered us. 
It is enjoyable, for many 
reasons. It briDgs into closer social relations 
the toilers who labor together, the old and 
young, the gay and severe, the joyous and 
sad, and for a short time causes us to forget 
the cares cf every-day life. Gentlemen, to 
you who have been associated with us, we 
wish you a happy and prosperous New Year, 
and trust that our relations in lh? future may 
be as friendly and courteous as in the past; 
that your lives may ba free irom care, and 
that the sunshine of happiness may ever cast 
the waning rays upon you, chasing away the 
dark shadows of trouble ; may the little god 
of love soften your hearts to the gentle influ­ 
ences of woman, and when you take on the 
double yoke of blessedness, may your hours 
by your own hearthstones be beguiled by 
the happy voices of children and wife. And 
to yon, gentlemen, onr invited guests, we 
feel honored by yonr presence, and trust we 
may ever meet you with pleasure and part 
from you with regret. And now, my good 
friends, as I look upon the devastation that 
has taken place since we first sat down to 
this repast, I am reminded that after all man 
is but a caraiveroue animal, and even in the 
midst of pleasure and pomp he never forgets 
to eat. It is said that a carpenter is known 
by his chips, and judging from tho chips I 
see about me I think we can all lay claim to 
the merit of beiDg gcud carpenters. In con­ 
clusion, I can think of nothing more appro­ 
priate than to repeat from a well-known 
author the following verse : 
“ We may live without poetry, music and a rt; 
We may live without conscience, we may live with­ 
out heart; 
We can live without love, wo can live without 
books— 
Hut civilized men cannot live without cooks. 
He may live without books, for what is knowledge 
but grieving? 
He may live without hope, for what is hope but 
deceiving ? 
He may live without love, what is pasfion hut 
pining? 
But where is the man that can live without din­ 
ing?” 
MUSIC AND SENTIMENT. 
Next in order was a chorus from fourteen 
girls and sixteen boys, led by Miss Flclsner 
and Mre. Carter. They received a hearty 
encore, and certainly deserved it. 
Mr. Skeels then called on Mr. Weinstock 
to address the company, saying it had been 
expected and looked forward to with pleasure. 
MR. WEINSTOCK’S SPEECH, 
“ We believe the present a fit occasion to 
publicly thaak our employes for the faithful 
and efficient services rendered this past year. 
No one realizes more than we how largely 
the success of any enterprise depends on the 
fidelity and earnest effsrtB of thoee whese 
duty it is to perform the details. If our bus­ 
iness has advanced a step higher and broad­ 
ened its fields for usefulness during the past 
twelve month*, you, our employes, are en­ 
titled to a liberal share of the credit for your 
able assistance and hearty cc-operation. In 
my remarks made hers a year ago this night, 
I expressed an earnest desire that our em­ 
ployes should aim to so perfect themselves 
that when called upon they would be quali­ 
fied to fill higher pori.ions. Since then it has 
been a source of pleasure to observe the close 
application to dnties on the part of many of 
our young men and women. We are glad 
that the development of onr business has per­ 
mitted the advancement of many of our people 
to higher posts and more imp rtant place?, 
We trust the coming year will afford still 
greater opportunities for promoting the faith­ 
ful. the earnest end the industrious in our 
employ. As we grow older iu business, we 
learn to become more and more attached to 
our employes, few of whom we wcnld wil­ 
lingly part with, more especially onr lady 
employes, of whom we feel very proud. 
Among them are some of our most intelligent 
and loyal assistants. We should regret to 
lose any of them unless it be to enter into a 
life partnership with some worthy ycung man 
in which event it would afford us much 
pleasure to tender the happy couple our good 
will and best wishes fer their future welfare, 
In fact, since there has been no recent wed­ 
ding among onr people, I challenge any one 
of the young men present to step forward 
right here and make a choice of a helpmate 
from among the fresh and blooming faces of 
onr young lady employes. [Great langhter.] 
What? No response? Ah, I’d forgotten 
that the average young Californian is noted 
for his excessive bashfulnrer, and I pre­ 
sume that our young men aro no exception 
to the rule. Ia fact, I have to-day seen 
numerous instances of their extreme 
modesty. While dancing was iu progrsss 
it was quite interesting to watch some of 
the-sterner eex in tbeir endeavors to. muster 
sufficient cour.-ge hv ssk the favor of a dance. 
Tremblingly, they wrn'd aporoach the fair 
maiden of their chsice. and, in a hesita* ing 
voice, ask the pleasure of a dance. A refusal 
would send the unsuccessful admirer to a 
corner, where he wonld remain sad and lone­ 
ly until he regained sufficient self-possession 
to make another attempt, while an acceptance 
cn the part of the young lady would shed a 


beam of delight all over his benign counte­ 
nance. And if the dance happened to be a 
qnadrille, the only thing in the wide world 
that seemed to interfere with his supreme 
happiness were his hands and feet. These 
seemed to annoy him greatly. The larger the 
feet, the greater the annoyance. It really 
was a very perplexing question what he 
shonld do with them. Were it not that I also 
was once a bashful youth, I might langh at 
such discomfiture; but having passed through 
all these earns awkward experiences myself. I 
can heartily sympathize with the bashful 
young man of to-day. [Much merriment ] 
“ This beiDg the beginning of a new year, 
it may not bo amiss to say a few words to 
our empl) yes concerning the future and what 
it is likely to bring. I believe it safe to ae- 
eert that in all this assemblage there is no one 
who is not ambirions to be successful in life 
and to attain the highest standard of per­ 
fection in whatever pursuit we engage in. It 
is well we are moved by this desire to exce1. 
Without it we Bhould be of little value to 
ourselves er society. A human being having 
no worthy ambition to influence him onward 
is like a pool of stagnant water. We should 
realize that there is no standstill in the battle 
of life. While we remain dormant others 
continue to advance, and we soon find our- 
reives away behind. To keen pace with the 
progress constantly surrounding us, demands 
not alone a mere wish or desire to excel; de­ 
termination, pluck and perseverance are also 
needed to develop what powers we may 
posse?*, or we can never hope to reach the 
desired pinnacle of our ambition. 
It (i 
only by a combination of the two ele­ 
ments—namely, the will, seconded by ac­ 
tion—that show good resalta ; one wicbout 
the other is of little avail. 
We all, no 
doubt, have met with people who, so to 
speak, have the ambition to move the world, 
hut lack tte ability to earn even an humble 
living; or, to quote from n modern author, 
•They have first-rate ambition, with third- 
rate abilities.’ Every human being that has 
reason, every human being that has intelli­ 
gence, has Borne natural power. We should, 
therefore, endeavor to learn in what direc­ 
tion onr abilities lie and develop them as 
highly as possible. We cannot begin the 
cultivation of our powers too early. Many 
who make no effort to improve and become 
more intelligent will say, ' That is because 
they lack the time; as soon as they have 
more leisure a portion of it will be devoted to 
the cultivation of the mind.’ That leisure 
never comes. And in the mean while hours 
upon hours are wasted and lost in frivolous 
pastimes and useless amusements. By this I 
do not mean to convey the idea that recre­ 
ation is not needful. On the contrary, no one 
realizes more than I how beneficial is a rea­ 
sonable amount of recreation to the every­ 
day worker. On this point there can be do 
difference of opinion. 
Here we must all 
agree. It is only the fool or the sordid 
wretch who would spend all his hours in eat­ 
ing, sleeping 
and Working. 
Without 
a share of time being devoted to 
the duties of the citizen, the dnties 
of heme, and the cultivation of body and 
mind, life can have but little charm and must 
prove a monotonous blank. It ia true the 
greater part of every twenty-four hours must 
necessarily be devoted to labor and rest. 
Bat beyond this there are two or three hours 
almost daily which we can call our own, and 
uee as we eeo fit. Shall these precious mo­ 
ments be devoted entirely to pastime and 
amusement, or shall they be so divided that 
a portion of them are eet aside for mental r.nd 
intellectual improvement ? It is our privilege 
to choose either course. Which shall it be ? 
If we adopt the latter plan, we must above 
all avoid the society of those persons whose 
tastes and inclinations are low and degraded, 
and who have no regard for the value of 
time. The greatest enemy we can have is he 
who robs us of our time. He who robs ns of 
our property robs us of that which with the 
right effortB may be regained ; but he who 
robs us of our time, robs us of that wbich 
can never be restored. Let us try to bear 
this truth well in mind. Remembering it, 
let ns devote every spare moment to worthy 
and useful purposes, and if we live to meet 
again a year hence we Bhall find ourselves 
better, wiser and more able to bear the re­ 
sponsibilities and enjoy the privileges of 
life.” Mr. Weinstock’s remarksjwere re­ 
ceived with applauee. 
GUESTS CALLED ON. 
The Chair then called npon Rev. J. Q. A. 
Henry, who delivered a felicitous and ener­ 
getic address. He held that tho community 
is interested in all worthy commercial enter­ 
prise?, and that that of the hosts’ of the even­ 
ing was one to be warmly commended, for 
it offers privileges to employes second to none. 
The voucg people under them he believed to 
he peculiarly favored, because of the applica­ 
tion required, the training and persever­ 
ance, to hold on and awzit the issues 
of time and endeavor; because cf the 
system of encouraging rewards, because of 
the business methods ar,d disciplinary train­ 
ing to which the employes are subjected, and 
by which they are trained to systematized 
habits that make them stronger and better; 
because of aspirations kindled and encour­ 
aged from the cash boy a'ambition up. 
Wm, Dickson called cn Rev. A. J. Frost 
to speak, and he replied with witty words to 
the “ boys.” He considered the vord boy 
aer08tical!y, and after some humorous anec­ 
dotes, that fixed the attention and awakened 
merriment, he came to serious remarks, and 
urged the bovs to “ £ ” something—to resolve 
to be and do; to be truthful, be hnuest. be 
faithfu1, and thus command success. “ O”0ey 
and be observant and original: the boy ehould 
he himself, not a mere imitator. He loved 
originality, and in the boy, of all others, is it 
found in its purity. Lastly, if boys resolved 
to te eomething, are faithful, truthful, 
honest, original, obedient, ohaervant, “ Y ” 
they will make men to do the world honor, 
[Laughter and applause.] In conclusion, lie 
said he would cease, remembering the 
case of the man who lectured an hour and a 
half on the topic, "Has the OyBter Brains?" 
“ I’ll answer that question," said a hearer, 
“ if you will cease. The oyster has brains, 
for he knows when to shut u p [ G r e a t 
laugh'er.] GIRLS AND BOYS AGAIN. 
Mr. BoBnheim offered the toast, with prefa­ 
tory remarks, “ The Cash Girls.” 
_ _ 
The response was made by Master Willie 
Case in this humorous strain : “ Mr. Chair­ 
man—I don’t think you’vo got exactly the 
right party on that subject. I think there’s 
other things that girls can do, without crowd­ 
ing in on ue boys. Why, what chance will 
we have pretty soon, if those girls come in 
like they’re coining now ? And what good 
are they ? They can’t carry up the beds, or 
wash the counter?. If yoa bother caBhier at 
desk three with a message frum the millinery 
department for a girl, and if it’e to carry a 
package you’ll have to worry him again with 
an order for a boy. Girls can’t carry any­ 
thing. They can’t handle goods. They don’t 
know how to sell articles like we boys. 
They’d have a nice time selling men’s boots, 
hats, or shirts. They’re a failure in that 
line—but, all the same, they’re an injury to 
us. We boys, you know, have already been 
up in a delegation on this business, bnt it 
didn’t do any good, and we bad, of course, to 
take what came, and pat up with the female 
infliction. But what use is there iu educa­ 
ting these girls up to the business ? If you 
have a boy there, he’ll grow up with you; if 
he gets married there will be all the more 
necessity tor him Btaying on. But if you are 
training a girl to the business, ten to one 
she’ll go off some fine day with a good-look­ 
ing fellow and get married, and kave you in 
the lurch. I thick, after all, its better to 
stick to the boys.” 
- 
The laughter and applause at this point was 
almost uproarious. When it had subsided, lit­ 
tle Mies Kitty McGraw, mounted on a chair, 
replied in this wise, amidst many plaudit* : 
“ Mr. Chairman—Aa a graduated cash girl, 
having an interest ia the line in which I 
started, and hopeful for the advancement of 
my sister workpeople, I wish to say a few 
words in answer to the sarcasm of the young 
gentleman who has just Bpoken. It is not 
true that the girls crowd tho boys in any of 
the branches of labor. It is not true that 
mixing of men and women, boys and girls, 
in business, reenlts in injury to the employed 
or employer. There is enough work to bs 
done in this world for one and all; there is 
scarcely a calling which does not give plenty 
of chances for ail who are faithful, eneigetic 
and trustworthy. Was the world made for 
man alone ? No. I thick women and girls 
have just as mnch light to the benefits 
which come from honest work as men have, 
and whenever they have been tried, they have 
done themselves honor and credit. The ac­ 
tive wcrk of woman in the ranks of labor bis 
elevated it. When admitted on an equal 
footing with men, their presence has always 
had a pure influence. Men and boys are al­ 
ways more careful how they talk and act in 
woman’s society. _ Women teach neatness 
and refinement; in a word, they increase 
the whole moral tone of an estab­ 
lishment where they are employed. Since 
the cash girls were introduced in the 
Mechanics’ Store, a great improvement is to 
be noticed. Everything ie done more quickly 
and quietly. Customers are treated witn 
more courtesy, counters and show-caees sfcir.e 
and glisten as they never did when the cash 
boys were there alone. Increased cleanliness 
and tidiness is everywhere to be noticed— 
even the boys black their brota and keep 
their hands and faces clean. Before the cash 
girls came and befóte there was any electric 
call system, there was a constant yelling for 
cash boys, which was often not responded to 
till the boy had slowly exeroi- ed the contents 
of Lia pockets, perhaps traded ja-kkcivrr, and 
had a quarrel or two with some other boy. It 
was then, and in order to make the boys 
promp*, that the proorietors introduced a 
system of rewards. E-.ch had a box, and 
every time he responded to a call a tin check 
was dropped into the box. At the end > f tf e 
week the box having the greatest number of 
checks got a reward. When the gir’s come 
to he employed they left the boys completely 
in the shade; the girls were monopolists, as 


far as the rewards went. So far behind were 
the boys that the managers took compassion 
on them and devised two systems of rewards, 
one for the boys and one for the girls, know­ 
ing full well that the boys wonld never have 
the slightest chance in competition with the 
girls. [Turning te the boyB.] Boys, whenever 
ycu show your rewards at home you shenld 
not forget that ycur obtaining of them is only 
made possible by the girls being barred ont 
from competition with you. The girls may 
not be able to play baseball or ‘ fudge’ at a 
game of marbles, ont their ignorance in that 
regard is a blessing to their employers, as 
they do not loiter in the street when sent cn 
erraDds. The girls do not interfere wi-h en­ 
ergetic and industrions boys—for them there 
can be not danger of beiDg pushed aside by 
rivalry. It is only the indifferent and loiter­ 
ing class that is in danger of being supplant­ 
ed. It is only they that are continually 
grumbling because they know full well, «hen 
brought into competition with womankind, 
that they are competing with a superior el­ 
ement. There is no avenue on labor’s great 
highway which, by the admittance of woman, 
has not been improved and adorned. There 
is no trade they have touched which they 
have not ennobled, no profession they have 
not elevated, no a-scciation in the ranks of 
industry they have not tended to purify ; no 
depths of learning, art, science or labor where 
they delved, in which they have not shed the 
light of intelligence and helped disperse the 
gloom of bigotry and prejudice. Women 
only ssk justice in this worldly struggle— 
they only teek a fair chance in the great race ; 
and given that, they are not afraid of compe­ 
tition. If they do not coart comparison they 
will not shrink from it.” 
Mr. Shaw then recited with mnch fervor 
and good effect “ The Death of Benedict Ar­ 
nold.” 
. 
Mr. Messner arose and in a few neat sen­ 
tences in behalf of the employes thanked the 
hosts for the presentation on that day of a 
valuable book to each person in the employ­ 
ment of the firm. He was a self constituted 
delegate to return tbauks, but felt jasrified 
in thae publicly assuming to speak. 
Mr. Weinstock replied bristly, and hoptd 
the firm would ever bold the respect and i s- 
teem of its employes. 
The adult chorus then sang, and w. s 
loudly applauded. 
B. K. Chapman then gave a very comical 
example of Chinese vccalism, appearing in 
costume, and being loudly called for, a; peared 
a second time. MORE SPEAKING. 
Mr. Messner then called upon Hon. H. M. 
La Rue as a representative Granger. Mr. 
La Rue replied felicitously, pointing out the 
importance of agriculture, its contributions 
to the world’s wealth, and the conservative 
element of which the farming class is com­ 
posed. 
Mr. Rowan called on J ames McCIatchy to 
respond to the toast, “ The Frees,” which 
that gentleman did in a pleasant strain, re­ 
ferring wittily to the use cf printers’ ink by 
all successful business men. 
Mr. Weinstock then announced that car­ 
riages had been provided for all guests for 
their conveyance home. 
Mr. LaRue begged leave to interrupt, and 
moved from the guests a vote of sincere 
thanks to the hosts, and it was carried unan­ 
imously. 
The chorus then led in the song, “ Auld 
Lang Syne,” the words being printed on tho 
back of the handsomely-engraved menu card. 
All present joined in the simple old air, and 
the banquet was at an end. 
On return to the parlors, all the employes 
gave their attention to aiding the hosts in 
dismissing the guests in carriages, and with a 
cordial “ Hsppy New Year to each.” 


M etropolitan T heater. —The Palmer 
Dramatic Company opened at tie Metropol­ 
itan last night to a good houae, in the effective 
drama “ Lights o* London.” Some change 
has been made in the cast, Mr. Grismer ap- 
pearirg p.b Preen, and Mr. McCormack as 
the hero. Otherwise the piece is materially 
in tho same excellent hands as when first 
produced here. It is a thoroughly pleasing 
drama, and the management does well to re­ 
peat it to-night. Tie tcenery of the play is 
in icveral scenes more than u-ually attractive. 
It is to te hoped that Mr. Teal will give the 
public an opportunity to see him in the cast 
to-night as the her.) of the play. He was 
billed for last night, but owing to the late 
arrival of the company was absorbed by 
other duties. That excuse will not avail to­ 
night. 


F reight to A rrive.—Freight for Sacra 
mento passed Ogden on the 30th ultimo as 
follows : For Continental Oil Company, 360 
cases oil ; T. G. King3’and & Son, 200 kegs 
nails; Hall, Luhr? k Co., 22 barrels hams ; 
Scjfield & Tevis, 2 hexes wicks, 1 box ran- 
< its, 6 cases lamp shades, 7 crates lamp chim- 
n ¡ys ; Kirk, Geary & Co., 1 box pasteboard 
boxes; C. McJrsary k Co., 1 grain nffil ; 
Mary S. Cowgen, 1 balo cotton; Weinsti. k 
k Lubin, 7 cates shoes; Jo*. Hahn & Co., 18 
boxes druggists’ bottles; Lindley & Co., 4 
boxes raisins; Baker & Hamilton, 1 bo t 
hardware; A. A. Van Voorhies & Co., 3 
boxes Bhoe lasts, 2 boxes saddlery hardware ; 
Billingsley & Co , 1 box faucets; Adams, 
McNeill & Co., 24 bales tobacco ; James Let- 
seau, 3 coses household goods. 
A nother City S u it.—Yesterday a com­ 
plaint was filed in the Superior Court of this 
county by Mastick, Belcher k Mastick, at­ 
torneys, demanding payment of §6,020 and 
interest, being interest on certain ccnpon 
bonds held by J. S. Hutchinson. This make? 
six suits of this kind now before the Court of 
this county. There aro three in tho United 
States Circuit Court, one in the Supreme 
Court of the State, one in Department Eight, 
of the Snperior Court of San Francisco, and 
one in Department Six of the same Court. 
There are also two cases in San Mnteo county 
and one in Alameda county, in « hich as yet 
there has been no service against the city. 
W est P oint E xaminations —The West 
Point examination authorized by Congress­ 
man Page for the Second District, wbich in­ 
cludes Sicramento, will take place in the 
parlors of the Galindo Hotel, Oakland, Jan­ 
uary 10tb, at 10 A. m., and will be in the fol­ 
lowing Btudies : Arithmetic, descriptive 
geography, English grammar. United States 
history, reading, writing and orthography. 
Ambitious young men can govern themselves 
accordingly. 
I mportant D ecision.—Iu the ease of 
Mitchell vs. Beckman et als. and Jackson 
vs. Beckman et ale., being euits by depositors 
against the stockholders of the old Odd Fel­ 
lows’ Savings and Commercial Bonk of this 
city, the Supreme Court has affirmed the 
judgment of Judge Denson, late of the Su­ 
perior Court, and which was against the 
stockholders and for the depositors. The 
Court affirms on ail tho points involved. 
A uction.—On Friday next the entire stock 
of Ame», Earle k Co.’s store, appraised at 
nearly $10,C00, will be sold at public auction 
by order of the assignee. The stock consists 
of 6toves, gas fixtures and hardware. D. J. 
Simmons will act as auctioneer. The sale 
will take place at the store, corner of J and 
Seventh s'reet?, beginning at 10:30 A. if. 


SUPERIOR COURT. 


D epartment Two—McFarland, Judge. 
Tuesday, January 2, 1883 
Cotton minors (by Sheldon, guardian,") vs. W. W. 
Wade et al.—Ordered that this case be dismissed 
without costa as to all defendants excepting W. W. 
Wade, R. H. Rhodes and F. P. Rhodes. 
Cotton minors (by Sheldon, guardian,) vs. Charles 
W. Picice et al. -Cause dismissed by consent. 
Department One—McFarland, Judge. 
Estate cf George Smith, deceased—Petition of ad­ 
ministrator of estate for order to sell real estate 
passed. 
Esta e of J,fferson Lake, deceased—Will admitted 
to probate. Notice to creditors in Pecord-L’NION. 
E. K. Alsip, U. S. Turton end Ed. Lyon appointed 
appraiser*. 
The People v?. Ah Foy—Continued for one week. 
Ertvte of Lydia J. Swift, deceased—Petition tor 
distribution of property granted. 
James Humphreys vs. His Creditors—Citation to 
show cause dismissed. 
EBtate of Gustave Deschampe, deceased—Will ad­ 
mitted to probate. G. B. Stroupe, of San Francisco, 
appointed executor. 
Estate of Latmer Doane, deceased—Decree of dis­ 
tribution and petition tor settlement of final account 
granted 
Estate of John F. Metzar, deceased—Petition for 
sale of leal estate granted. 
Guardianship of Annie Tracey, a minor - I. M. 
Tracey allowed §10 per mouth to board and send 
said minor to school. 
The People vs. William Stone—Appeal from Po­ 
lice Court. Judgment of lower Court attirined. 
Estate of Thomas Spencer, deceased—Petition for 
settlement of final account eet for hearing January 
15th. 
Estate of John P. Decker, dec eased—Letters cf 
administration granted to John Glimbuck; bond, 
§1,000. 
Hannah Baker vs. William Baker—Default of de­ 
fendant e..tered and decree of divorce granted. 
Woodward vs. Woodward—Change of venue to 
Solano county granted. 
Bauer vs. Bauer— Hearing of rule to show cause 
why defendant should not be punished for contempt 
continued for one week. 
Sheldon vs. Mull—Cost bill retaxed and amended 
by striking out the sum of §25. 
D. Hobbs vs. Amador and Sacramento Canal Com­ 
pany-Hearing of motion to dissolve injunction 
continued. 
Gilman vs. Gilman—Motion of defendant for cus 
tody of Henry Gilman, a minor, dismissed. 
W. H Hevener vs. W. 8. Knnyon—Motion for 
writ withdrawn. 
Keller vs. Attwood—Demurrer overruled. 
Brownell vs. Brownell—Minnie W. Brownell, a 
minor, awarded by consent to plaintiff. 


D on’t pail to read Lorgton’s interview 
witn the interviewer. 
* 


F or whooping cougb, nothing equals Ches- 
lej ’a'Rock and Rye. 


CONCISE LOCALS. 
Governor-elect Stoneman has arrived. 
The regular sale days of Bell & Co., auc­ 
tioneers, are Tuesdays and Friday?, cegit- 
ning at 10:30 a. m. 
Bids are wanted for the renting of build­ 
ings at Agricultural Park for a term of one, 
two or three years. 
Nicolas Willoughby has been appointed hy 
Governor^ Perkins a Supervisor of But'.e 
county, vice Williams, term expired. 
L. L. Rodman has filed his official bind as 
Constable for Brighton township, with J. 
Rentier and Thos. C, Jones as sureties. 
The steamer Reform arrived from San 
Francisco yesterday, with a barge of lumber 
for the Friend & Terry Lumber Company, 
and W. F. Frazer. 
Two mer, known as Sunshine Billy and 
Harry Niles, were taken to Sin Quentiu yes­ 
terday by a Shasta county Sheriff, they hav­ 
ing been convicted oi burglary. 
Postal authorities deeire it stated that the 
postage on the New Year’s number of the 
R ecord-U nion. when mailed by individuals 
and single numbers, is three cents. 
Governor Perkins has appointed James 
Samuels as a Director of Agricultural Society 
No, 4, and Joseph Smith as a member of 
District Board of Agriculture No. 8. 
The total rainfall for the recert storm 
amounted to 2.32 inches, according to the 
signal service report, mskmp the total ior the 
season 9.47 inches, wbich is 2.99 inches in ex­ 
cess of the average rainfail for the past six 
seasons. 
P. F. Buckley, formerly of this city, died 
on December 14.h of consumption in South 
Natick, Massachusetts. Deceaeed was con­ 
nected with the fire department while here, 
and held the position of Right General Guide 
of the First Artillery Regiment. 
A man named William Adame was brought 
to the S'ation-house la.-1 night hy cfficer 
Gr¡ en and charged with the peiit larceny of 
a bar of roup. The man said he had stolen 
the soap, end that he wanted to he locked up 
for a while for he could get no work to make 
a living. 
The Railroad Hospital report, by Dr. 
Nixon, f >r December, 1SS2, shows present in 
hospi ai Decrmher 1st, 56; admitted daring 
the month, 46 ; total, 102. Discharged, 47 ; 
remeioing in the hospital for the month end­ 
ing December, 55 ; private house and office 
pv.ieLte treated, 198. Total, 3C0. 
Red Cloud Tribe, I. O. R. M., have elected 
the following cfficer? : Sachem, T. P. Smith ; 
Senior Sagamore, W. Goddard; Junior Saga­ 
more, J. B. Burdg; C. of Records, Thomas 
J. llames; K. of W., J. S. Watson ; Finan­ 
cial Chief, Ü. N. Croukite; Trustees—II. C. 
Hopkins, G. F. Bronner and B. F. Johnson. 
The Street Railway Company has issued an 
order prohibiting policemen fr--m riding free 
on the street cars. This is said to be because 
tho officers did not protect the drivers from 
snowballs on Sunday last. A policeman asks, 
“ How could four policemen ’—the number 
on day duty— “ keep 20,000 people from 
throwing snowballs ? ’ 
Names appeared on the slate at the station 
house at 12 o’clock as follows: Samuel 
Holmes, disturbing the peace, on alias war­ 
rant ; Thomas McCant?, Wm. McCants and 
John McNulty, disturbing the peace ; “ Cleba 
of the Red House,” safe keeping; Charlee 
Hoff, disturbing the peace ; Thomas Perry, 
drunk; Wm. Adams, petit larceny, and two 
lodgers. 
The war maps heretofore mentioned as 
sent to the Sacramento Association of Mexi­ 
can Veterans were the gift of Captain Will­ 
iam Blanding, of the Palmetto Regiment 
that was with General Scott at the taking of 
the City of Mexico. Captain Blanding sent 
the maps from San Francisco to tho Sacra­ 
mento Socie'y as a New Year's present, and 
the Association voted him thanks and a 
happy New Year. 
SOCIAL AMD PERSONAL. 
Mies Flora Backus, of Marysville, is visiting in 
Oakland. 
Judge P. O. Hundley, of Butte county, was in the 
city yesterday. 
Miss Wetmorc, of East Oakland, is visiting friends 
in Butte county. 
R. V. Bates has returned from a five-weeks' visit 
to coast counties. 
M. Reed and James W. Mitchell, of thi3 city, will 
arrive by the overland train this morning, 
P. F. Studehaker, the manufacturer of wagons 
at South Pond, Indiana, is wintering on tbis 
coast. 
Miss Kate Bancroft, daughter of H. II. Ban­ 
croft, is on her way home from Europe, and will 
reach here Dext week. 
Pi ince Ausugawa, L. Hvash, L. Nissi, K. Tama- 
mato, M. Kato and >\ Ishibasln, who belong to the 
Japanese nobility, will pass through this city this 
morning from the East. 
William Jennings, Drytown ; Captain Duraond, 
William Dean, E. B. Dean, Charles Putnam, E. C. 
Foulks, James Healey and S. F. Martin, Oakland, 
were in the city yesterday. 
Mrs. H. G. Smith, Mrs. A. A. Wood, Misses Alice 
Fi-her and May Wood will be at home to their lady 
friends to-day, January 3d, from 1 p. M. to 5 P. M , 
at the residence of Mrs. H. G. Smith, corner of 
Ninth and E. 
Miss Lizzie and Katie Fern, of Bonanza Spring, 
Lake county, who have been visiting in this city as 
the guests of their cousin, Mr*. McCuilen, left last 
Friday for Woodland, in company with Miss Ida 
Dumont of that place. 
Mrs. J. W. Stow, who is devoting tho later years 
of her lifo to the work of establishing schools of in­ 
dustry fur women, arrived in Sacramento yesterday, 
and will proceed to perfect the organization of one 
of the institutions hero. 
M. Block, who has been manager of the business 
of Ackerman & Co. in this city many years, and 
latterly a partner in the firm, left yesterday for San 
Francisco to enter there into a wholesale firm to be 
known as Ackerman, Block ii Co. Mr. Block’s de­ 
parture from Sacramento ia regretted. Ho was 
recognized os an energetic business man and a good 
citizen, whom to lose isa loss to the community. 
Arriva’s at the State House Hotel : B. Burt, Am­ 
ador City ; J. W\ Bodenhamer, E. Mendenhall, Rio 
Vitta; Ueorgo Cashman, John Cashman, Mr?. Cash- 
man, P. T. Williamson, Elk Grove ; A. De Rome, 
Mrs. Stevens, J. C. Schmidt, R. T. Nerrinder, San 
Francisco ; Alfred Higgins, Ukiah ; Thomas Mar­ 
tin, J, P. Cox, Routiers ; P. R. Beckley, P. U. Pier­ 
son, Thomas Ross and wife, Franklin; D. Bayles, 
Los Angeles; J. C. Campbell, Oakland : C. W. Wi- 
nastundley, Placcrville; George A. Clapp, Chico; 
Fred Smith, Florin ; C. G. Bloomfield, Oroville ; B. 
D. Beckley, Walnut Grove ; Andy J. Piercy, Miss 
Ollie Plummer, f-eorgc Y. Stevens, George W ebster, 
W. C. Deal, Palmer’s Dramatic Company ; James 
Burns, Latrobe; W. A. Larue, Forest Home. 
_|Arriva!s at the Golden Eagle Hotel: J. M. Davis 
and wife, Natoma vineyard; Mrs. O. A. Garter, 
Ashley K. Garter, Rad Bluff ; J. Cramner and wife, 
Mrs. Janes, Pilot H ill; M. Hocheimee, John Con­ 
don, Willows ; J. L. Halstead, Watsonville ; W. U. 
Con», Alameda; J. M. Hutchings, Yosemitc valley; 
Volney Hoggatt, Ames, Iowa ; William Johnston, 
W. A. Johnston, Richland ; R. E. Jack, San Luis 
Obispo ; W. C. Furman, Chicago ; H. I. Willey, San 
Diego ; George C. Perkins, A. C. Freeman, M. L. 
Hammer, Sacramento; J. R. Gibbins, Wm. Cronan, 
Charles H. Carter, H. E. Hall, W. R. Gallagher, 
wife and son, F. Foss, C. E. Blanchett, J. C. Sta­ 
ples, Z. P Clark, General Ceorge C. Stoneman and 
wife, H. J. W. Dam, San Francisco; T. J. Crowley, 
San Rafael. 
P aralytic stroke», fceatt ditease and kid­ 
ney :ff ctions prevented by the use of Brown’s 
Iron Bitters. 
FOR SALE, 


A Dairy Farm 


Of 4*0 arreo, with good Dwelling, one and 
a half stories high ; a larpo Barn, 40x112 ; small 
Bani, 26x40 ; good Orchard ; email Vineyard ; 50 
ncres sown to Alfalfa and Red Clorer ; can be in- 
creaaed to 100 acre» ; place is well timbered. In­ 
cluded with place are 19 head of Catlle, 6 Horaea 
and 3 Wagon?, lot cf Hogs, all Farming Tools, 
Hay Prese cs, etc. 


Good Milk Route 


In the flour I (thing tow n of Plym outh, 
which is 8t> ai ly increasing ; situated within one 
mile and a half of Plymouth, Amador county. 


WE WILL EXCHANGE 


Some very desirably located Clfy Property 
for a ranch of 1,000 acres or more. 


WE HAVE A PCBCHASEK FOB A TRACT 
OF VMM PROVED FARMING LAND. 


For any information ef the above apply to 


SWEETSER & ALSIP, 


R H A L B B T a T B 


INSURANCE AGENTS, 


No. 1015 Fourth street, 


BETWEEN A AJTD K , SACK AME VTO. 


J A M 
B S I - F B I . T I I B & O O , 
IMPORTERS AND DEALERS IN 
WINES AND LIQUOKS 
Nos. 1016 and 1018 Second street, between J and E, Sacrament.;, 


& 
3 s > . 
WATCHMAKER AND JEW ELER, *26 J ST., RET. SECOND and THIRD & 
?*P Dealer in WATCHES, JEWELRY AMD DIAMONDS. Repairing In all Its branches a epeda-’ty 
under MR. FLOBERG. Agen I fo r R ockford W atch C om pany. 
aulJ-Splm 
J O M M 
]SJE«?3E5YT3SSiraES^, 
^ 
* 
Importer, Manufacturer, Wholesa’e and Retail Dealer In every dftjorin'Jon of 
FURNITURE andBBDDING 
Nos. 604 . 606 and 
K street, bet. Sixth r.nd S eventh. Satram rB lc. au7 Spt.' 
J 
. 
g 
T 
d 
a 
v 
i 
s 
, 


NO. 411 K STREET, SACRAMENTO, 
WHOLESALE AND RETAIL DEALER IN PARLOR, BED AND DINIKG- 
ROOM 
r n - 
¿a 
FURNITURE and CARPETS 
LATEST PATTERNS OF LINOLErM AND OIL CLOTHS. 
ALSO, A LARGE ASS 
¡WENT OF CERTAINS, SHADE», CORNICES, ETC. 


tS " I would requeet the public to evil and examine my large stock of goods before purchasing oisc- 
where, as they will find it to their anvantoge. 
Country O rdrrs Mollcltrd. and Ratlafarllnn G narnnlccd. 
030- 
—— — M— 
T—— H— — 
— CT 
Holiday Goods at Half Price ! 


1ST To m ake a sore thing of selling the rem ainder of my stock of HOLIDA? 
GOODS THIS WEEK, 1 have REDI TED PRICES on m any lines ONE-HALF AND 
WORE. See the JOB COVN’A k s w hich I have arranged, from w hich GREAT B.vU 
GAINS CAN RE HAD. 
GEORGE D. A LLM O N D , NO. 806 J STREET. 
A 
. 
O n 
DRUGGIST AXD APOTHECARY. 
Comer of Tenth and J Streets 
- Sacramento 


'O R D ER S FROM TOE CO TN TRf PROM PTLY ATTENDED TO. 
m23-3p€rn 


4 0 9 


J STREET,:!J.F. SLATER, Hatter, 


WINTER 
STYLES 
NCW READY. 
o2-3p3in 


J. J. Spieker DRUGS. 
NORTHWEST CORNER SIXTH 
AÍ.0 K STREETS. 
jy31-8ptf 


T 3 5 C ¿ i M I O S T S S 3 X .X 1 C T S T O C K 
aw. 
OF----- 
WATCHES, 
JEWELRY. SILVERWARE, 
ETC.,&I¿§ 
AND LOWEST PRICES, CAN BE FOUND AT----- 
J. HYMAN, Jr., No. 50G J street, Sacramento. Gal. 


BEFORE PURCHASING HOLIDAY PRESENTS 
IS THU----- 
,v ? i J E W E l L B Y * 


EXAMINeTÉLLY’S STOCK! 
Fresh from the Manufacturers, selected with great care, 


COMPLETE 
IN 
ALL RESPECTS I 


s P 
’i s c i j a . x . n ' T Z ' : 
W a tc h e s 
a n d D ia m o n d s ! 
Largest and Best Assorted Sioek Ever Imported. 
SAMUEL JELLY, 
No. 422 J street, between Fourth and Fifth (south side), Sacramento. 
’ 
die 3ptt________ 


q - t c t i w s s i 


ENGLISH AND AMERICAN 
Breech-Loading Shotguns, 
Winchester Rifles, 
Hunters’ Supplies, 


fokJsalb bt— 
HUNTINGTON, 


HOPKINS & CO., 


SACRAMENTO AND BAN FRANCISCO. 


A-.G E N T S 
F O R ----- 


CALIFORNIA AND HAZARD 
Powder Companies 


KIRK, GEARY & GO , 
WHOLESALE AND RETAIL 
DRUGGISTS, 
NO. 416 J STREET, 
ARE NOW OFFERING A LINE OP 
Holiday 
Goods 
Superior to anything heretofore offered in this 
city, consisting, in part, of 
C om bination 
T oilets. 
In 
P in th an d le a th e r ; O dor 
an d Je w e l Cases ; G love. 
Fan »a«l 
H a n d k e rc h ief 
B axes ; W ork B oxes, N all 
T oilets, N ursery Sets, la - 
d lrs’ T raveling Cases, an d 
G ents’ S liavlog Kets. 
H IK K O Ss in Embroidered and Plain Plash, Rose­ 
wood, Mahogany, Celluloid. Florence and Ruseia 
Leather 
CUT GLASS W ARE Tor Extracts and Toilet, in 
great profusion, and a large assortment of cheaper 
Dottles for covering. Our assortment of 
W H I8P BKltOM -, in pockets, carved or plain, 
embrace» over twenty-five different patterns. 
While our large assortment of 
noL ID A V GOODS crowds many of our staple 
things out cf sight, it must be borne in mind that 
we c: rry the most extensive variety in the city of 
cverthing appertaining to the toilet. Our stock of 
French, English and Ameri.an 
PEUFL’ME* is most complete. Face Toilet and 
Nursery Powder* of every kind ; I’nffs and Puff 
Boxes; Haircloth, Eath, Nail ana Tooth Brushes 
in every style. 
O l'K RETA IL AND PRESCRIPTIO N DE- 
pert merit is in charge of competent Pharmacists, 
who will take great pleasure in showing our ex­ 
tensive assortment to ail who may favor us with a 
call. 
o'26-ielm 


»rt, of 
i I 
t 
JSi 


ROSEDALE MARKET. 
B. DENNERY, 


l i f t 


J STREET» TAKE 3 PLKA®- 
4 /C JL ure in informing his friends 
mnd customers that he has opened the 
above market, and it is now in full blast. 
^ _ 
He has a large and choice lot of Turkeys, f«; Geese, 
Chickens, Booth’s Eastern Oysters, Fi b, American 
and foreign Cheese of all kinds, Egrfl. Batter, and 
all kinds of Vegetables and Fruits. His goods are 
first class, and will l»e sold at the very lowest bed­ 
rock prices for cash. Please call and examine for 
yourself and yon will find it to yonr advantage to 
deal at the Kosedadc Market. 
n23-ls3(n 


UNPACKING 
A ll o n r asso rtm en t of 
NEW TOYS 
— AND----- 


A T---- 
DALE «fc CO.’S. 
nil u»tf 
Penman 
Bitters! 


(CINCHONA RUBRA.) 
THE FINEST H ITTERS IN TH E IVORLD 
THSV KmCTUALLT CUR1 
MALARIAL DISEASES! 
Vitalize the System, and arrest the ravages of tho 
dreadful Alcohol Habit, •’ DIPSOMANIA." 


US' Ask y o n r D i-nggi.t o r W lnc¡M err3>ant 
fo r liirn i. 
sl2-3oam 
T O M Y O L D P A i R O N 3 . 
I 


STILL OFFER MY VALUABLE SERVICES IF 
yon aro bo unfortunate &h to require them. 
With a mind matured and enriched by stud;ee of an 
advanced order, I can safely say that there is hardly 
a disease In the catalogue of human ills that I can­ 
not treat to a successful issue. 
LAL>1£& -I am always ready to awist you. My 
past knowledge has been increased by extensivo 
experience. 1 am now able to treat you with tho 
certainty of success. No case peculiar to your deli­ 
cate oivauwm is beyond ray sure conti oL 
My Female Monthly Medicines are superior to any 
offered heretofore, and will be warranted to have tha 
desired effect in all cases. 
Thoee of the public who need my services can de­ 
pend upon gentlemanly, honorable and scientific 
treatment at reasonable ratea. 
1 address particularly thoso who have been n- 
lured by youthful indiscretions, and those who 
have contracted local diseases 
Persons affile* ed can, if they prefer, consult me 
by letter, detailing the ayroptoms of the dlsosf or 
trouble, and receive medicino by exprese, with full 
instructions. All letter* must be directed to J. H. 
JOSS ELYN, M. D., 226 Sutter stiect, San Francia, 
oo, Cal. 
Cure wam .ited in all cases, or no pay required. 
Consultations, personally or by letter, gratia. Send 
fot book. Comfortable apartments tor patients at 
my Infirmary (when desired), with experienced 
nurses. 
Consultation Parlors, 226 Sutter street, adJolxun 
the Young Men’s Christian Askociation Building. 
Office hours—From 9 A. it. to 8 r. m. 
My D iplom a bang* Ib my office. 
Purchase tsv Essay on Physiology and Marriage 
For Buie by all newsdealers. 
J. H. JOiSElYN, W. D. 
_________________ Jy7-3plw)_______________ _ 
R 
eading o f th e past, prksknt y i* 
an Future. —MR-*?. I C. AbDREWS, 
the we‘l kr.o’vn Clairvoyant sod Character 
Reader, give* information on hiu*ine>s, mining stccK*», 
games of charce, love, coaruhip and marriage* 
Seventh street, between G and H, next door to 
A. M. E. Church. 
dlc’11 
EIGHT CAB-LOADS «r«¡g» 
OÍXETF IE K N II ERE In stock, a n d F c n rC n r-lja d a to arriv e 
C 
OR3ISTINÜ OF FINE PARLOR AND BEDROOM 8E1S, IN GREAT VARIKTi-SALSO 
Singlo Pieces, BeiMing, etc. 
W. D. COMSTOCK, Cor. Fifth and K streets. sMp 


MONDAY’S NEWS. 


8 a d * e n D eath l a th e 
W h ite 
Hom se— 
S m all pox l a B a ltim o re —S u ic id e o r a 
M ayo r—A 
D y in g 
W o m an 
to n fe M e s 
T h re e M u rd er* —G a v e rn o r C le v e la n d la* 
a u g u r a le d —D eath o f L eon G a m b e tta — 
A ccid en t 
to M r*. B la in e 
a iid S on— 
E a rih q u a k e l a M ain e—T h e P aelfle C oast 
- E l e . 
________ 


[CONDENSED FEOS SPECIAL DHPATCDBi ] 


DOMESTIC. 
New Year’s in Washington was as bright 
and pleasant as a spring day. 
During 1882 there arrived at New York 
6.476 ves;eb, including 1,916 steamers. 
A dispatch from Peoria, III., says the 
whisky interests there paid $13,714,000 dur­ 
ing the year 1882. 
Elizabeth Lam btrt, of Cambridge, Maes., 
bedridden f r years, claims to have been per­ 
fectly healed by prayer. 
Eliza Manning Hawthorne, only sister of 
Nathaniel Hawthorne, died at Eeveriy, 
Mass., Monday, aged over 90. 
Emilio Wimberly wa3 burned to death in 
Memphis, Term., Monday morning. Her 
dress caught fixe from a grate. 
A No. 10 breaker belonging to the Pennsyl­ 
vania Coal Company was burned Monday 
near Pittston. L w , $150,000. 
A shock of earthquake web felt throughout 
Rockland, Me., and vicinity Sunday night, 
followed by a storm of thunder and light­ 
ning. 
The Tennessee Senate organized Monday 
by the election of B. F. Alexander, of Ruther­ 
ford. Speaker, and T. C. Long, of Madison, 
Clerk. 
In Chicago Sunday night many persons 
called up friends by telephone as the clock 
hands passed midnight, and bade them “ a 
happy New Year.” 
I t is understood that on the proposed coc- 
solidbtion of the Cincinnati Commercial and 
Gazelle, a new penny morning paper will be 
issned from the present Gazette office. 
During the past month forty-seven cases 
of burglary and highway robbery have been 
reported in Cleveland, O,, the value of prop­ 
erty taken ranging from $1 to 81,400, 
A t Tasewell Court-house, Va., Thursday 
night, a mob took possession of the jail and 
shot to death Blueford Smith, a negro, for the 
murder of Cnarles Kinzie, a white man. 
A banquet, ex-Senator Bruce presiding, 
was given in Washington Monday night in 
honor of Frederick Douglass and the anni­ 
versary of the emancipation proclamation. 
There were sixteen deaths from small-pox in 
Baltimore the past week. Monday a case 
occurred in the City Jail, where over 300 per­ 
sons are confined for minor offenses, and they 
were aH discharged. 
H err Meat, the Socialist, delivered another 
incendiary address Sunday night, in Chicago, 
urging that the only thing to be done was to 
kill the capitalists, and for the people to help 
themselvfs to funds in the banks and goads 
in the stores. 
• 
Dave Roberts, a negro in the Abheyville 
Jail in North Carolina, on a charge of cotton- 
stealicg and murderous assault, was taken 
out and lynched Sunday night. Admittance 
to the jail was obtained by strategem, and 
the Sheriff was overpowered. 
The carriage of Mrs. James G. Blaine and 
son came violently into collision with a coupe 
at Sixth street and Pennsylvania avenue, 
Washington, Monday night, and the occu­ 
pants of both vehicles were thrown to the 
pavement. All were injured. 
The United States Grand Jury has found 
another indictment against Abner I. Benyon, 
the fngitiv8 cx-President of the Pacific Na­ 
tional Bank of Boston. The offense alleged 
is making false returns to the Controller of 
the Currency. It is understood Banyon is in 
Canada. 
Mayor Colley, of Salem, Mass., whose 
term of office closed Monday, hanged him­ 
self the same afternoon. The suicide was 
not much of a surprise to the intimate 
friends ot Mayor Colley. 
A year ago he 
lost his wife, to whom he was devotedly 
attached. 
Shortly after midnight at Reading, Pa., 
while watch-meeting services were being held 
in the Reformed Evangelical Chnrch, a large 
cannon filled with stones and powder was 
discharged. The front wall was crashed in, 
and nearly all the window panes were shat­ 
tered. No one was hurt. 
The New Year’s reception at the White 
House was brought to an abrupt termination 
Monday by a most painful accident. A t the 
conclusion of the reception to the diplomatic 
corps. Hon. Elisha H. Aller, Minister from 
the Hawaiian Islands, dropped dead of heart 
disease. 
Mr. Allen wa3 the dean of the 
diplomatic ccrps. 
Mrs. Langtry arrived in Chicago Monday 
afternoon, and was driven directly to the 
Grand Pacific Hotel, and remained in her 
parlors during the entire afternoon. In the 
evening she appeared at Uaverly’s Theater 
in “ Ih e Honeymoon.” The house was large, 
but not crowded, and some seats were vacant. 
The audience was not very fashionable, and 
somewhat cold. 
The inauguration ceremonies took placa in 
the Senate Chamber at Albany, N, Y., Mon­ 
day moraiDg. The outgoing and the incoming 
Governors entered the Chamber together, 
accompanied by their respective staffs and 
secretaries. Governor Cornell read his ad­ 
dress, and was followed by Governor Cleve­ 
land, who, with much emotion, pronounced a 
eulogy upon the adm inistration of Governor 
Cornell. 
A Mount Vernon (Ohio) special says : Mrs. 
Stilwel), wife of Joy B. Stilwell, employed 
on the Chicago, Burlington and Quincy 
Railroad, has made a confession on her death­ 
bed of three murders. She is at the house of 
relatives in Knox county. The first murder 
was that of Benjamin Swigart, her first hus­ 
band, who she says she killed at Marys­ 
ville, Mo., in March 1877, with the aid of 
her mother and brother. The second was a 
stranger, whom the same parties killed for 
money while stopping at a boarding-house. 
The third was her own child, a daughter 
aged fourteen, whom she strangled in the 
presence of her mother, at Bula, Neb., in 
1880. She also confessed three attempts to 
kill her present husband, in order te obtain 
his life insurance. 
The confessions were 
first made to her husband, and since re­ 
peated to others. She is dying of consump­ 
tion. 
FOBEIGN. 
The Earl of Wemyss and March is dead. 
There was an earthquake at Halifax on Sun­ 
day night. 
Typhoid fever, caused by the flood, has ap­ 
peared at MayeccL 
Dillon has postponed his retirement from 
Parliament until the latter part of February. 
The Rhino floods have destroyed five vil­ 
lages, and two hundred and fifty houses have 
fallen. 
The Malagassy Envoys have started from 
Manchester with the American Consul for 
Madagascar. 
The Ail antic 
etismer 
Wheatfield was 
wrecked iff St. Catherine’s Point, England, 
on Saturday evening. 
A t Liverpool the stock of wheat is 10.000,­ 
0 c-ntala ; core, 13.000,000 quarters ; flour, 
0.000 Backs and 4,850 barrels. 
Leon Gambetta died at his residence at 
Ville d’Avray at midnight Sunday. 
He was 
quite conscious to the last. The death agony 
lasted two hours. 
Baring & Co., of London, announces that 
the senior partner. Russel Sturges, retires 
from active commercial pursuits. The busi­ 
ness will be carried on by th8 remaining part­ 
ners. 
The Sultan has prohibited all Ministers ex­ 
cept Said Pasha, Nedim Pasha, Assyin Pasha 
and Osmau Pasha from crossing the bridge 
between Stamboul and Pera without his con­ 
sent. 
A t Pesth Monday Herr Ti.-zt, President of 
the Hungarian Council, in replying to New 
Year congratulations of the Liberals, said hs 
could cot see any ground for apprehensions of 
a disturbares of the peace. 
The National League meeting, which as­ 
sembled at Ballinhoun, King’s County, Ire­ 
land, Monday, in defiance of the Government 
proclamation forbidding it, was dispersed by 
a large f rce of constabnlary. 


PACIFIC COAST. 
The Btorm of Sunday and Monday was 
general throughout the State, 
Two prisoners escaped from the jail in 
Tacoma, A. T., Sunday night. 
A railroad collision occurred at Tacoma, 
W . T., Monday, but no one was killed. 
Mining is over at Juneau, Alaska, until 
spring. 
Miners are well satisfied with the 
season’s work. Capitalists from San Fran­ 
cisco and the East have had an expert 
examining the lodes on Douglas Island. 
The Northwest News, a morning daily, com­ 
menced publication in Portland, Or., Monday 
morning. It is a small eight-page, six-column 
sheet, with full telegraphic news, and gives 
pro ¡the of doing well. I t will be Republican 
in politics. 
A Weeksville (Montana) special says: 
About five miles east of Weeksville, on Sun­ 
day morning, an explosion of giant powder 
took place, killing thiee Chinamen inBtantly 
and wounding three more. Carelessness in 
throwing out the powder was the cause. 
The recent purchase at Seattle, W. T.. of 
water front [roperty by the railroad syndicate 
brings the total exp ®ditures here in such pur­ 
chases up to the amount of $120,000, to which 


m ay be added a like sum for w harves and 
w arehouses bu ilt w ithin a year. The railroad 
people now have 800 feet of w ater front. 
The extensive machine Bbops of H anson k 
Co., at Tacoma City, W. T., were discovered 
to be on fire Sunday night. The w ind from 
the northward was blow ing a gale, and the 
sawmill, not twenty feet distant, though pro­ 
tected by an iron roof, was only saved by tbe 
supsrhuman exertions of the mill-hands and 
citizen*. The shops were totally consumed. 
The schooner Maria E. Smith, which en­ 
countered a heavy gale on the coast of Van- 
cover Island last week, was damaged to the 
extent of §1,000, and an effort is being made 
to cover the'leas by general average, throw­ 
ing a large percentage thereof apon the own­ 
ers of the cargo, which consisted of five hun­ 
dred tons for Seattle, _ and the consignees 
there are leud in opposition. 


GENERAL NEWS- 
* 


S ta te L e g isla tu re s—T he N atio n al D eb t— 
B ed C loud W an ts M oney—A M e m b er o f 
P a r lia m e n t C b a rg ed w ith lllg li T re a so n 
—T b e F ire 
B rc o rd —E rz e ro n iu 
t in ie r 
M a rtia l L a w -T h r e e M en C aved o n a n d 
H ille d —! h lld B o rn w ith T w o B o d ie s 
a n d O ne H eu d —B r u ta l D og F ig h t—E tc. 


[CONEEXSKD FROM SrECUL DISFATtUES.] 


Ban F ra n c isc o B lock Balea. 


San Francisco, January 2d- 


660 Mexican 
180 Gould A C.. 
310 Best* B ... 
40 California.. 
120 Savage....... 
9» C. Virginia. 
250 Chollar...... 
200 Potosí....... 
t0 Y. Jacket.. 
360 H Nevada. 
30 Utah.......... 


93 N. Beils... 
60 Navajo.... 
300 Albion...... 
600 W ales....... 
60 Knrcka T. . 
100 Day........... 
80 Bodie........ 
100 Mono........ 
400 Oro............ 
50 M. White. 
25 H. King 
23 Occidental 
150 Chollar__ 
1745 Con. Va.. 


.2 80(32 85 
1 90 
.4 25(84 15 
20t 


MORMIXO SESSION. 
2600 Bullion........ 
30 Exchequer.. 
83 Union.......... 
200 Andes.. .. 
100 Argenta...... 
90 ML Diablo . 
180 N. Belle...... 
100 Albion........ 
50 Bodie 
. 
10 Ooúdental., 


....4 
.1 20@l 25 
1 1; 
11; 
2 75 
1 75 
AFTERNOON SE88ION. 
.9» 
..............7S 
2 95 
20c 
............ 75c 
............ 40c 


............ 10c 
................3 
10 
I 20 
1 15 
..45@53c 


100 Ophir......... 
100 Cl. t O...... 
340 Potosí........ 
7C0 Bullion..... 
100 A lta.......... 
110 Y. Jacket.. 
193 Union....... 
150 B. AB....... 
100 Hale A Nor. 
230 8. Nevada.. 
100 Mexican.... 
100 Savage....... 
ICO Exchaoner. 
300 Overman... 


...50@80c 
20o 
3 20 
60c 
35c 
..............4 
............9* 
2 85 
........3 
1 25 
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.1 85C<ri 93 
.1 10@1 15 
85c 
25c 
1 1C 
.3 2f«23 30 
1 10 
.2 50(92 55 
2 70 
75c 
..............2Cc 
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E rzurum has been placed under martial 
law. 
•T. F. McJunkin, Attorney-General of Iowa, 
is dead. 
The remaining political offenders at Cairo 
have been amnestied. 
Viscount Enfield has resigned the Under­ 
Secretaryship for India. 
The i*ennsylvania Senate has chosen John 
E. Reybum for President. 
Last year 455.450 inmigrante arrived at 
Castle Garden, New York. 
A London dispatch Bays the Earl of Stam­ 
ford is dead, aged 54 years. 
A Paris dispatch says that Clemenceau will 
probably take Gambetta’a place. 
Coinage at the mints during December was 
8,190,926 pieces, amounting to §5,761,398. 
Emancipation Day was celebrated as usual 
by the colored people throughout the South. 
Mrs. R. B. Hayes, assisted by six young 
ladies, kept open house in Fremont, O., Mon­ 
day. 
All the troops in Paris and Marseilles have 
been ordered to attend the funeral of Gam­ 
betta. 
The Ohio Legislature convened at Colum­ 
bus yesterday, and the Governor’s message 
was read. 
A fire last night at Manistee, Mich., burned 
$50,000 worth of business property ; insured 
for §36,C00. 
The rains are again greatly impairing the 
prospects of a good tobacco crop in Vnelta 
Ab^jo, Cuba. 
Dr. Charles Porterfield Krouth. D.D., 
Vice-Prevost of the University of Pennsyl­ 
vania, is dead. 
The debt statement to-day shows the de­ 
crease of the public debt during December to 
be §15,413.222 85, 
Joshua Gifford, aged 70, residing near 
Grandby, N. Y., killed his wife, aged CO. 
Gifford surrendered. 
The President has nominated John P. 
Ward, of Oregon, to be appraiser of mer­ 
chandise in Portland. 
The Ford brothers fled from Boston after 
the fracas of Saturday night. No search will 
probably be made for them. 
At a sale cf thoroughbreds in London Mon­ 
day, Isonomy brougUt 9,000 guiñear, See-saw 
1,400 guineas, end Geologist 1 150. 
The State Legislature of Indiana meets 
at Indianapolis Thursday. There will be a 
lively contest for presiding officers. 
The residence of Geo. B. Vanderpool, Tax 
Commissioner of New York city, wbs burned 
yesterday in Chatham, N, J . Lose, §50,000; 
insured. 
At a late hour Monday night L. Stemro, a 
member cf the police force at Pueblo, Col., 
was shot and instantly killed by unknown 
parties. 
Edward Stein, Russian Imperial Vice­ 
Consul to New York, died in his apartments 
in th e H offm an H ousp, N ew York, Monday 
morning. 
A t Dublin the case of Delaney, charged 
with attempting the life of Judge Lawson, 
was nolle prossed on account of irregularity 
in the papers. 
A t Waterford, Ireland, Biggar, member of 
Parliament, has been committed for trial on 
a charge of high treason in his recent speech. 
He was bailed. 
The Vice Chancellor at Louisville, Ky., 
decides that the telegraph company i* not 
liable for damages sustained on account of 
unrepsated message?. 
Red Cloud interviewed Secretary Teller 
yesterday, complaining that Governor Crook, 
six years ago, took over 100 of his horses, and 
asked §10,000 damages. 
In New York yeaterdaj Judge Barrett dis­ 
solved the injunction against the Western 
Union pooling arrangement*, and the c*ee of 
Williams vs. the W . U. goe3 over. 
In Siigo, Ireland, an ex-suspect named 
McDermott has been committed h r trial for 
declaring that innocent blood had been shsd 
by partisan Judges and drunken jnrors. 
The Missouri State Legislature meets in 
Jefferson City to-day. The attendance will 
be large, and the secsion long and tamest. 
On the subject of prohibition there will be a 
fight. 
The clothes of Richard Pierce, cut and 
torn, were fonnd near the river baDk at St. 
Panl, Minn., yesterday morning. I ; is be­ 
lieved that he was murdered and thrown in 
the river. 
Mr. Baldwin, Highway Commissioner, felt 
confident of his reappointment by the Phila­ 
delphia City Council, but the excitement of 
the contest brought on heart disease and 
caused his death. 
The picture gallery at 1160 Broadway, N. 
Y , was burned Monday night. Loss, §55,000. 
Among the pictures burned wero two com 
panion pieces, representing California fi-ih 
and fruir, by Beecher. 
Nimrod Owen, Michael Longever and 
Matthew H arnett (laborert) were killed at 
Auburn, N. Y , yesterday, by the caving in 
of earth upon them while cutting through 
some h’gh land for a new street. 
The Democrats took entire possession of 
the city government of Boeton Monday. 
Hugh O'Brien was elected Chairman of the 
Board cf Aldermen, and James J. Flynn 
President of the Common Council. 
Advices from Cape Town to the Board of 
Health at Washington state that during the 
past two months 9.GC0 people have been 
stricken with small pox. 2,400 of whom died. 
The negroes object to vaccination. 
A brutal fight of an hour and a half be­ 
tween two degs occurred in Kansas City, 
Mo., Monday night. The contest was won 
by the Kansas dog Billy over the Kansas 
City dog B und. A large sum of money 
changed bands a nong the roughs present. 
Martin O’Sullivan, ex-suspect, late of Bally 
Doff, County Kerry, Ireland, is confined to 
Lir home in Milwaukee, suffering from lung 
disease contracted during his confinement in 
Limerick j ail under the Coercion Act. The 
doctors have little hope jof his recovery, and 
advise him to return to his native land. 
At a meeting of the Union Veteran League 
of ex-UuioD soldiers in Chicago last night a 
preamble and resolutions were passed, stating 
that many of them were personally cognizant 
of the causes leading to Fitz John Porter’s 
diemissal ; that the sentence of the Court- 
martial was just, and that tbe position taken 
by Senator Logan on the bill for Porter’s re­ 
instatement is right. 
I ha body of a dead man was found in a 
room of Hunl’a Hotel, Cincinnati, yesterday 
morning. He had registered as Dr. Thorne, 
of Indiana, but left a íetter to the proprietor 
of the hotel. Baying he was Dr. J. B. Thomp­ 
son, of Saulsbury, Connecticut, and directed 
him to telegraph t is wife at that place, and 
his sister iu Brooklyn. He had $150 in money 
and a gold watch on his person. He died of 
morphine. 
Tbe excess of export* for the twelve months 
ended November 30, 1882, was §14 334,835; 
excess of entorta of gold and silver coin and 
bullion for the same period, §32,701,307; 
valus of imports of merchandise into the 
United States f -r ths twelve months ended 
November 30,1882, $750,647,826—an increase 
of §90 400,295; value of exports of domestic 
and foreign mrrchandije 
for the twelve 
months ended November 30, 1882, $752,082,- 
661—a decrease of S103,295,038. 
A Mattocn (IlL) epscisl says: Something 
unprecedented in the annals of the medical i 
fraternity of this city occurred in the practice 
of Dr. D. M. McFail last Saturday night, 
bring nothing le3s than the birth of two 
male children, with two well formed bodies 
united from the sternum, with one neck, one 
well-formed head, the chin resting on the 
right and left shoulders of ihe bodies, and the 
face looking to oce side. Tbe physicians here 
say it is one of the finest specimens that ever 
cvme under their observation. 


R ich e s In H op F a rm in g . 
A t the present prices ten acres in Hops 
will bring more money than five hundred 
acres in any other farming ; and, if there is a 
consumer or dsaler who thinks the price o 
Hop Bitters high, remember that Hops are 
§1 25 per pound, and the quantity and qual­ 
ity of Hops in Hop Bitters and the price re­ 
main the same as formerly. 
Don’t buy or 
u*e worthless Btutf or imitations because th 
price is l 
e 
s 
s 
. __________ 


la c r e a s e o r P e n sio n . 
Thousands entitled under new laws, which 
are more liberal. Also pensions procured for 
disabled Boldiers, widows, etc. Address, wi*h 
stamps, Stoddart & Co., 413 G street, N . W,, 
Washington, D. C, 


“ W ith all thy false I love thee still,” 
said the newly-married man to his spouse, 
when viewing the mysteries of her toilet.— 
[Yonkers Gazette. 


t¿T In the Diamond Dyes more coloring is 
§ 
iven for 10 cents than in any 15 or 25-cent 
yes, and they give faster and more brilliant 
colors. 


VARIOUS QUACKS 


W ho (E ach w ith H is O w n P e t S chem e) 
C u ltiv a te th e F ie ld o r H u m a n 
N a tu re . 


Thero have always been quacks—legal quacks, 


theological quacks, scientific quacks and medical 


quacks. Some of them a:e bland, oily fellows, who 


argue and smile the world into believing In their 


favorite bit of humbug. 
Others are pompous and 


pretentious parasites. But t hey make it pay. Men 


seem to love to be swindled, stipulating only that it 


shall be neatly done. 
The dear public arc equally liboral to the electric 


and magnetic fraud. This fellow is a genius in his 


line. 
He will put a magnetic belt around your 


waist, a magnetic necklace under your chin, or fit 


you out with an catire suit of mignetic clothes, 


warranted to serve the purposes of ordinary gar­ 


ments, and at the same time to cure all diseases, 


from whooping cough to hasty consumption. 


Most of these have no more electric or magne'ic 


power about them than resides in woolen b ankets or 


in girdles of sackcloth. Only when applied by an 


expert is electricity of the slightest use as a medi­ 


cinal agent, and even then its value is grossly over­ 


stated. 
What is the strongest possible presumptive 


evidence in favor of alparticular remedy? 
Cletrly 


that it ehould have been prepared by responsible 


persons of acknowledged skill in the treatment of 


disease. 
Squarely on this foundation stands BENSON'S 


CAPCINE POhOUS PLASTER. Indorsed by 5,000 


physicians, pharmacists, druggists and chemists, it 


needs no further apology nor introduction. 
It is 


the one and only true and tried external application. 


Quacks o ' all kinds pay Capcine the compliment of 


their dislike, as Satan is said to hate holy water. 


Look íd the middle of the planter for the word 


CAPCINE." Price, 25 cents. 


Scabury & Johnson, Chemists, New York, 
do 6m WS 


MISCELLANEOUS. 


TilE WONDER OF HEALING! 
Vhe E x tra c t Is the only 
4/iCa &.C2 r i l l ■ specific for this disease, 
cold in Head, etc. Our •* C a ta rrh C u re,” epo 
•i&llv prepared to m eet serious caees, contains 
vll 1 he cnratlre properties of the E x tra c t; our 
ffcnnl Nf rin se , invaluable for use in catarrhal 
affection*, io Himple and inexpensive. 
E3IU IA Ü S1, NEURALGIA. M 
3nrM bo m anv cases of these distressing com 
plaints as the E x tra c t. 
Hemorrhages. the Lnuga, Bto* 
nach. Nose, or from any cause, io speedily con 
rolUfi and stopped. 
DiPifTilEBIA AND SORE THROAT. SSiSS 
promptly. I t is a sure cure. Delay ia daugeroua. 
F o r P iles, ‘B lind, B leed in g o r Itching» it is 
ho greatest known remedy. 
F o r U lcere, Old S o re s o r O pen W ounds Its 
u tio n upon those is most remarkable. 
C aution.—POND'S E X T R A C T has been im l* 
'ntfd. The cenuine has the words ** POND'S EX­ 
TRAC T” blown in the glass, and our picture 
!radc-iiiark on surrounding buff wrapper. None 
other is genuine. 
Always insist on 
harina 
TOND s EXTRACT. Take no other preparation 
I t is never sold in Imlk or by measure. 


CTOCTALTIEB aKD TOILET ARTICLES. 
FO X D 'S E X T R A C T 
5 0 c ., * 1 , $ 1 75 
C a t a r r h C u r e . 
P la n te r............ 
In h a le r (Glann 
5 0 c )................ 1 Oil 
N a v a l H v r in a n 
‘2 5 
M e d ’r n ’d P a p e r *22 


fo ito t C re a m ...9 1 OO 
:> eatlfrlco 
5 0 
1 di» S a lv e 
Í25 
T cilc t Soup (3 
i itk es)............. 
5 0 
O intm ent 
5 0 _______ 
F am ily S y rin g e, 91 
Ladies, read pagn* 13, 18, 21 and 2 0o#ou» 
S -:W Pam phlet which accompanies each bn Ule 
o rit n e w P am phlet w ith H isto ry o f olí. 
P re p a ra tio n s se n t f r e u ; on application & 
POND’S EXTRACT CO., 
14 W e s t 14t h 8t ^ N e w YorLr. 


REMOVED 
EVERY 
SYMPTOM. 


— ------ , December 29, 1881. 
Swift Specific Co., Atlanta, G*.: 
I have delayed thus long in writing be­ 
cause I wanted to make “ assurance doubly 
sure” in the trisl of S. S. S. in my own caie, 
and am most hanpy to report that it has 
entirely eradicated every symptom of the 
disease from my system. Had I followed 
the a Ivice of Tom swift in years gone hy, it 
woulJ have saved ncc t< n years of intense 
suffering. I have not felt the least return 
of the disease, and can fully and truly rec­ 
ommend S S. S. to all suffering from the 
scourge, and especially io the physicians in 
Macon, who knew my condition ; and when 
I can positively snore them that it has not 
only relieved me of rain, but has entirely 
removed every symptom of the diseise fr«m 
my system, it ought to convince even them 
of its in -rn p p * ^ g g ^ ^ u i» ' 'yTTl ties. 
I 


*a 1 
Jo 
not 
q u a I 
»TOT1 wish my 
name to be published, bet you are free to 
show my let er to those who formerly knew 
of my condition. It is a shame that human 
kind should suffer from the prejudices of 
phys'eiars to anytbiog not laid down in the 
text books. Let me a*»ure you of my grati­ 
tude, and believe me ever. 
Yours truly, 
R. C. M. 


H o b s fo b d ’3 A c id P h o s p h a te in 83asick- 
ness. 
Professor A dolph O tt, N ew York, 
says : “ I used it for eeaaickneBS am org the 
passengers during a passage across the A tlan ­ 
tic. 
In th e p lurality of cases I saw the vio­ 
len t sym ptom s yield w hich characterize th a t 
dipe&se, and give w ay to a healthful action of 
the functions im paired.” 


About four or five weeks ago I was af­ 
flicted with a very agg-avated type of Blood 
Dieeaee. 
I commenced using S. S. S., and 
after taking the first bottle, felt so much re­ 
lieved that I bought five more, and am glad 
to say, after using four of * hem, that I am 
entirely cured, previously having been un­ 
der medical advice for several months. 
C. U. K., Richmond, Va. 


If you doubt, come to see us, and we will 
CURE YOU, or charge nothing. Write for 
particulars and a cop7 of the little book 
“ Message to the Unfortunate Suffering." 
Ask any Druggist as to our standing. 


tíF $1.060 B llV A B I) will be paid to 
any Chemist who will find on analysis ot 
100 bottles of 8. 8. S. one particle of Mer­ 
cury, Iodide of Potassium, or any Mineral 
Substance. SWIFT SPECIFIC CO., Propri- 
etorf, Atlanta, Ga. 


P R IC E OF s u m 
S IZ E , 
91 OO 
F B IC E OP 1A B 4K SIZ E , 
91 75 


SOLD BY ALL DRUGGISTS. 
ol4-4ply 


P 
O 
W 
D 
E 
R 
Absolutely Pure. 


This POWDER never varies. A marvel of purity, 
strength and wholescmeness. More economical than 
the ordinary kinds, and cannot be sold in competi­ 
tion with the multitude of low test, short weight 
alum or phosphate powders. Soon osly IX CANS. 
ROYAL BAKING POWDER CO., 106 Wall Btreet, 
New York. 
■■ - 
W_ I . COLEMAN <t CO ., A gent*. 
SAN FRANCISCO. 
m7-ly 


HOTELS AHD BESTAUJJANTF. 


RUSS HOUSE, 


No*. 
09 a n d 1011 J S tre e t, b e tw e e n 
T e n th a n d E le v e n th , S a c ra m e n to . 
( 
"(IVE ME A CALL—THIS 
HOUSE 
13 A 
X newly-built Brick Building, with all modern 
improvements. 
MEALS............................................. Taenty-five Cents 
BOARD, per week.....................................................$ 4 
BOARD and LODGING, per week 
$ 5 4° SIO 


Billiard Room and Lar. Best of Liquors and Cigars. 
W . W . W A K E, P ro p r ie to r , 


f a r Haring been a farmer in Sacramento county 
for over twenty years, I would like to have farmers 
give me a call. Streets cars pass the house every 
five m inutes.__________________________d!6-lm 


HOTEL LANGHAM. 


£(O R N E R FOURTH AND L STREET3, ACRA 


monto—Strictly first-class, on the European plan 


T. D. Scriv.r’s Carriages will take all passengers free 


of charge from Depot to Hotel, 
dl-lplm ___________ TERRY k CO., Managers. 


UNION HOTEL. 


S 
ECOND AND K STREETS, SACRAMENTO. 
Cal. Rooms, 60 cents and $1 per day. Special 
ratea hy the month. Billiards, choleo liquors and 
cigars. Hot lunch dally from 11 A. u. till 2 r. n. 
w. o. (“ jo e " ) b o v v ers, 
dl-lplm ______________________ 
Pronriotor. 


M ISSISSIPPI KITOKEN. 
O Y S T E R 
A N D 
C H O P 
B O U S E , 


T h ird S tre e t, B e tw e e n J a n d I t 
N 
e x t d o o r t o r e c o r d -u .s io n 
office. Open day and night. 
A. J. SKNATZ, Proprietor. 
n!9-4plm 


RESTAURANT DR FRANCE, 
A f t i y ‘K 
STREET, ADJOINING 
41:/W I 
Metropolitan 
Theater. 
Handsome Private Rooms for parties. 
LOUIS PAYEN, Proprietor, 
au20-4plm 
Formerly of the Hotel de France. 
* $ C 


MARKETS. 


O. PHIL. HARTMANN, 
O 
RIENTAL MARKET AND STEAM SAUSAGE 
Manufactory, No. 418 K street, between Fourth 
and Fifth (opposite Metropolitan Theater), dealer m 
Fresh Meats, all kinds of Sausages, Ilams, etc. Or­ 
ders from country promptly filled. 
n2-tf 
JACOB ARNOLD,■m 
B 
n .H E R 
AND PORK PACKER, 
corner of Second and N streets, sells 
wholesale and retail, at lowest prices,_____ 
fineet Sugar-cureJ Hams, Breakfast Bacon, Should 
ere, Pickled llama and Pork, Pics’ Feet, Sausage, 
Lard, etc. Al60, Choicest Fresh Meats of all kinds. 
Highest price paid in cash for Beef Cattle, Hogs, 
id Lambt. 
o3-4ptf 
Sheep and Lamb 
G. W EISEL & CO., 
u.t h e r s a n d p o r k -pa c k e p.3, n r rsrw, 
pay the highest price for grain-fed 
B 
u t c h e r s a n d p o rk -p ac k ep .s, 
pay the highest price for grain-fed 
Hogs. 
Constantly on hand, extra fine_______ 
Sugar-cured Hams, Pickled Hams, Breakfast Bacon, 
Shoulders, Clear Pork, Mess Pork, Lard, Corned 
Beef, Pigs’ Feet, Pigs’ Heads and Spare Ribs. Also, 
extra fine Pork Sausage._________________ eó-4ptf 
TH E FIN EST M EATS 
O 
F ALL KINDS, IN THE CITY, 
and at Lowest Prices, *■.'111 
ilways be found at the Metropolitan 
Market, of CONRAD SCHEPP, South­ 
west Comer of Twelfth and E streets. Meats de­ 
livered in al parts of the city aft all timea. 
au!9-4plm 
v m 


J3ANX1M SOUSES. 


NATIONAL QOLD BANK 


D. O. MILLS & CO., 


SACRAMENTO. 


UNITED STATES D EPO SITA RY . 


■XCHASQB 05 
¿an F ran eb eo , New Y ork, Chicago, 
L ondon, D u b lin , P arts, G lasgow , 
Berlin, Frankfort-on-Main, Vienna, St, Petersburg, 
Copenhagen, Stockholm, Christiana, Amsterdam. 
Antwerp, Geneva, Venice, and all of the principal 
cities of Europe. 
This Bank has correspondents In Mexico, South 
America, West Indies, Australia, Honolulu, and all 
parts of the world, and special facilities for making 
collections. 
scl2-4ptf 
MONEY TO LOAN 


€ 
3 
- X 
L 
X 
O 
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IN *7A 3EH O U SE. OR OT1IER APPRO V ED 


SECURITY, 


AT LOWEST MARKET KATES, BY 
California State Bank, 
SACRAMENTO CALIFORNIA. 
au6-tf 


NOTICE TO THE PUBLIC. 


H 
a v in g s o l d a l l o u r i n t e r e s t in t h e 
Crockery and Glassware firm 
known as 
ACKERMAN & CO. to GKO. W. HANCOCK, who is 
well and favorably known in this community, and in 
whom we have the fullest confidence that the busi 
ness will be conducted on the name principles as 
those pursued by us, we horetMth tender our sincere 
thanks to the many friends and customers who have 
so liberally patronized us during our career of nearly 
eleven years, and would respectfully request a con­ 
tinuance of the same with our successor. 
ACKERMAN A CO., 
Nos. 6*29 and 631 J street. 


fltYlDR pnrrhiiM rd Ih e IiuhIumn r r f r r r e d 
to above, of ACKKKMAN A CO., at 629 J street, we 
would kindly ask a continuance of the very liberal 
p&ironngu extended to our predcccssnrs. The busi­ 
ness will bo conducted as heretofore, and several 
ntw lines of nthor staple articles will bo added, so 
as to make it tlio most complete House-Furnishing 
Establishment on the coast. Respect fully, 
d25- 
UKO. W. HANCOCK A CO. 


INTERNATIONAL SALOON, 


Q ,> 4 
K 
STREF.r, 
SACRAMENTO-FINE 
* > ^ T C Wiiios, Liquors, and Clgsra constantly on 
hand. Hot Tom and Jerry a specialty. Also, Hot 
Lunch every night. 
d6t( 
BaILEY & INOHRAM, Proprietor*. 
Sacramento Planing Mill, 
S 
a s h a n d b l i n d f a c t o r y , c o r n e r o f 
Front and Q streets, Sacramento. 
D oom , W in d o w * . B lin d * . 
Finish of *11 klnda, Window Frames, Molding* d 
every description, and Turning. 
HARTWSLL, NOTCH K188 h KiALKER. 
inBJalw 


PIONEER LIVERY STABLE. 


D. SCRIVER.................................. .......IroprUk». 


ACKS ON CALL AT ANY HOUR, 
. day or night. 
Coapes, Phaetons, 
Roekawsya, Barouches, Boggles, with the, 
bwt roadsters to be foand in any livery ■ 
the coast, (or hire. Horses kept In livery at 
able rates. Livery Stablejon Fourth street, between 
and J. 


H 


MATHEY C AYLUS* 
Used for over 25 year* with great success by the 
physicians of Paris, New York and London, and 
superior to all others for the prompt euro of all 
cases, recent or of long standing. P ut up only in 
Glass Bottles containing 64 Capsules, each. Price 76 
cents, making them the cheapest Capsules in the 
m arket 
Prepared by 
CCÍNACIE, 
Paria- CAPSULES 


Bold 
E v e ry ­ 
where. 


RAILROADS, STEAMERS, ETC. 


Central P acific R ailroad. 


C o m m en cin g M onday, N o v em b er 27, 1882, 
JkXD DXTI FTRTIiXR NOTICX, 
TRAINS AN0 BOATS WILL LEAVE SACRAMENTO 
as follows: 
■Accommc 
_______ 
. 
ncd 
Redding. 
A . M .—(Daily)—C. P. Emigrant Train to 
OgdeD, Council Bluff and East. 
A. 31.—(Dally)—C. P. Pacific Express, v a 
Benicia, for San Francisco. Connects at 
Suisun for Vallejo and C&liatoga. Second- 
class passenger cars for San Francisco 
attached. 
A* M .—(or as soon thereafter as prac­ 
ticable—8unda/s excepted)—Steamer for 
“ 
‘ 
iching at aL’ way ports 


5 
« R f | 
A . M .—(Sundays excepted)—Accom 
•O V 
dation Train to Marysville, Red Bluff 


9:00 
7:20 


10:00 
fian Francisco, *-oucl 
on the Sacramento river. 
A. M.—(Sundays excepted)—Paasemje/ 
t d t r Train for Woodland, William?, Willows 


11:40 


and Tehama. 
A . M .—(Dally)—Son Francisco Passenger 
Train. Connects at Galt with Passenger 
Train for lone and a tLathrop with the S. P. 
Atlantic Exp.-ess lor Madera, Newhall 
(Santa Barbara), Los Angeles, Yuma, 
Maricopa 
(Prescott), Tucson, 
Benson 
(Guaymas, Mexico), Demmg (A., T. A S. F. 
K. K.), El Paso, and East, and Lozier, 
Texas (1644 miles from San Francisco). 
Connects also at Niles for San Jose. 
O iQ A 
P . M .—(Daily)—Oregon 
Express 
fot 
M m /9 
Marysville, Chico, Rea Biufl and Bedding 


2:40 
3:50 
4:55 


6:15 
r*55 


Passenger Train 


P . M.-^Daily)— San Francisco Passenger 
Train, via Benicia. 
P . M .—(Daily)—Local Train to Lathrop, 
connecting with S. P. Emigrant Train 
for Deming and El Paso. 
P . M*—(Sundays excepted)— P&aseugtr 
Train for Woodland and Knight’s Land­ 
ing. 
P . M .—(Dally)—C. P. Atlantic Exprets 
for Colfax, Reno (Carson and Virginia), 
Battle 
Mouutain 
(Austin). 
Pali»ade 
(Eureka), Ogden, Council Bluffs and East 


A. N. TOWNE.................................General Manager 
T. H. GOODMAN — ...Gen’l Pass'r and Ticket Agent 
jad-4ntf 
Fast Freight & Accomodation Line 
B 
e tw e e n 
s a c r a m e n to 
and Plymouth—Leaving Sac- 
ram on to Mondays, Wednesdays and Fnuaya at 7 
a. m.. arriving at Plymouth at 3 P. M. Will leave 
Plymouth Tuesdays, Thursdays and Saturdays at 
7:30 A. M., arriving at Sacramento at 2 P. M. All 
orders promptly attended to. 
Sacramento office, 
State House, corner Tenth and K streets 
A. O. 
DUGAN, Proprietor._____________________ jl-tf* 


Sacramento & Placerrille Railroad. 


O n a n d A fte r M onday, N o v em b er 27,1882 
UNTIL FURTUSR NOTICE, 
Trains wil run between Sacramento and Shingle 
Springs as follows: 
Leave Sacramento for Folsom, Latrobe 
and Shingle Springs.................................. 7:30 A. M. 
Leave Sacramouto for Folsom............... 4:00 P. M. 
Leave Shingle Springs for Latrote, Fol­ 
som and Sacramento..................... 
11:15 A. M. 
Leave Latrobe for Folsom and Sacra­ 
mento ............................. 
• 12:00 M. 
Leave Folsom for Sacramento................... 7:50 A. M. 
Leave Folsom for Sacramento..................... 1:15 P. M. 
mr2-tf 
J. B. WRIGHT, Superintendent. 
For Portland and Astoria (Oregon), 
T 
HE OREGON RAILWAY AND 
Navigation Company and Pa* 
cific Coast Steamship Company will 
dispatch from Spear-strcel wharf, (orTj^_ 
_ 
the above porte, one of thsir Now Al Irou Steam­ 
ships, via.: 
Q ueen o f th e P acific. C o'inm M a, S ta te of 
C a lifo rn ia a n d O reg o n . 


BAILING DAYS: 
E V E R ! 
YVED9ESUAY AND 8A TIK D A Y , 
At 13 o'clock A. M., 
Connecting at Portland, Or., with St tim ers and 
Railroads and their connortirg Stsge-lires for all 
points in Oregon, Washington and Idaho Territories 
BritUh Columbia and Alaska. 
Ticket Office: No. 214 Montgomery street. 
GOODALL, PERKIX3 A CO., Agents, 
myS-U 
No. 10 Market street, han Francisco 


LEGAL: 
NOTICES. 


t r u s t e e s ; s a l e 
W 
HEREAS, MARTIN C. SCOTT AND ANNIE 
SCOTT, his wife, made a certain Peed of 
Trust to W. B. WHITE and H. E. WILHOIT, dated 
the twenty-fourth day of October, A. D. eighteen 
hundred and eighty-one, which said Deed of Trust 
is recorded in the office of the Couuty Recorder of 
San Joaquin county, in book “ A," volume 44, of 
Deeds of Trust, ut page 5S and following; and iu 
the office of the County Recorder of Sacramento 
county, in book 36 of Mortgages, page 630 and fol­ 
lowing; the said deed conveying the real property 
hereinafter described, for the purpose of sccuriug 
the payment of a certain promissory note of even 
date therewith ; and whereas default hasjbeen made 
in the payment of the said promissory note, accord 
ing to the conditions thereof, now, therefore, under 
the authority vested in said W. B. WHITE and R. 
E. WILHOIT, sai 1 Trustees, by said Trust Deed, 
and upon the written application of the holder of 
said note, the undersigned, as such Trustees, will, 
on the 
N in th D ay o f J a n u a r y , A . B . 18811, 
Between the hours of 10 and 11 a. m.. at the en­ 
trance ot the Court house Square, on Main Btrcct, 
in the city of Stockton, opposite the Couri-hnuse of 
the county of Pan Joaquin, sell at public auction, to 
the highest bidder, for cash in United States gold 
coin, all the said real property described os follows, 
to w it: The pieces or parcela of land situated in the 
counties of San Joaquin and Sacramento, State of 
California, described as follows : The east haif of the 
northeast quarter end the north half of the south­ 
east quarter of sectiou thirty-two, and the west haif 
of the northwest quarter of section thirty-three, all 
in township five north, rango seven east. Mount 
Diablo Meridian, together with the improvements 
and appurtenances thereunto belonging. 
W. B. WHITE, 
R. E. WILHOIT, Trustee*. 
Stockton, December 5,1882.________d6 la»4'-W 
SUMMONS. 
S 
TATE OF CALIFORNIA, COUNTY OF SACRA­ 
mento—as. In the Superior Court, in and for 
saia county. The People of the State of California, to 
FREDERICK GIBSON, greeting : You are hereby 
notified that an action was commenced in the 
Superior Court of the county of Sacramento, State 
aforesaid, by the filing a complaint in ttao Clerk’s 
office of said Court, on the 14th day of NOVEMBER, 
1882, in which action INEZ GIBSON is plaintiff, 
and you are defendant. That the goneral nature of 
the action, as appears from said complaint, is as 
follows : To obtain a decree of said Court divorcing 
plaintiff from defendant, on the grounds of willful 
neglect and 
failure to 
provide plaintiff with 
the necessaries of life, rnd adultery; that plain­ 
tiff be awarded the care and custody of the 
minor child of said parties. .Viso, for counsel 
fees, costs of suit, alimony and general relief, 
all of which is more fully set forth in the complaint 
on file herein, reference 
to which is hereby 
made. 
And you aro hereby dircc**ni to ap­ 
pear and answer said complaint within */en days 
from the service of this writ, exclusive of the 
day of service, if served on you in said county 
of Sacramento; and within thirty days, exclusive 
of the day of service, if served elsewhere ; and you 
are further notified that unless you so appear and 
answer within the time above specified, the plaintiff 
will apply to the Court for the relief demanded 
in the complaint. 
In testimony whereof, I, Thos. H. Bcrkey, Clerk 
of the Court aforesaid, do hereunto set my hand 
and affix the seal of said Court, this 14th day of 
NOVEMBER, A. D. 1882. 
[BSAL.j 
THOS. H. BERKEY, Clerk. 
By Cuas. M. Cogla*, Deputy Clerk. 
Grovk L. J ohnson, Attorney for Plaintiff. 
n!4-law 2m W 


ORDER TO SHOW CAUSE. 
I 
N TIIE SUPERIOR COURT, 
COUNTY OF 
Sacramento, State of California. In the matUr 
of tbe estate of J. N. FULLER, deceased. J. F, 
CALDERWO'GD, the Executor of the will of J. N. 
FULLER, deceased, having presented a verified 
petition for an order of pale of real estate of said 
deceased, and it appearing therefrom that a sale of 
said real estate is necessary to pay the debts of 
deceased, and the debts, expenses and charges of 
administration of the estate. It is therefore oiflered 
that said petition be set for hearing for MONDAY, 
January 22, lf83, at 10 o’clock A. M., at the Court­ 
room of said Superior Court, at the County Court­ 
house, in the couuty of Sacramento, and that ail 
persons interested in said estate show cause at siid 
time and place why an order should not be granted 
to said Executor to sell so much of the real estate of 
deceased as may be necessary. 
It is further ordered 
that a copy of this order be published at least once 
a week for four successive weeks before the time 
appointed for e&id hearing, in the S\cram into Daily 
Rkcord-Union, a newspaper printed and published 
in the county of Sacramento. 
December 19, 1382. 
ROBT. C. CLARK, 
Judire of the Superior Court. 
Indorsed : Filed December 19,188*2. 
THOM/VS H. BERKEY, Clerk* 
By Cuas. M. Cool an, Deputy Clerk. 
Whits & Georgs, Attorneys for Executor. 
d201aw4wW 
______ _ 
REDEMPTION OF BONDS, 


N 
o t i c e is h e r e b y g iv e n t h a t , in a c ­ 
cordance with the terms of the Bonds issued 
by the Pacific RolUrg Mill Compmv, the Directors 
of Eoid Company have determined by lot the num­ 
bers to 1» redeemed at its Office, No. 202 Market 
street, In the dty of Son Francisco, on the 15th day 
of JANUARY, A. D. 1883, with the following result: 
6 
102 
149 
238 
351 
6 
111 
190 
248 
369 
74 
112 
191 
257 
372 
75 
121 
194 
281 
397 
92 
127 
229 
298 
402 
Which bonds will be paid in United States Gold 
Coin on said 15lh day of JANUARY, A. D. 1883, 
upon surrender of same with Coupons attached, and 
interest thereon will cease from and after that date. 
San Francisco, December 13, 1882. 
SECRETARY, 
Pacific Rolling Mill Company. 
Office, No. 202 Market street, San Francisco. 
dl5 4plm 
_______ 


P H C E N I X m t t .t r , 


CEO, SCHROTH A CO., PROPRIETORS, 


SACRAMENTO, CAL., 


Manufactuien of finest brand if 
NEW PROCESS FLOOR. 
A 
ls o , c o r n m e a l, c r a c k e d w h e a t 
Oatmeal Buckwheat and Graham Flour 
nl-4ptf 


MISCELLANEOUS. 


L. L. LEWIS & CO.’S 


C L E A R A N C E 
S A L E I 


Preparing for Our Im 
mense Spring Stock ! 


200 DOZEN CUPS AND SAUCERS, 
_A_t 35 cents per dozen, 


150 DOZEN HANDLED CUPS AND SAUCERS, 
At 50 cents pen dozen. ( 


500 DOZ.IRftNST'NE CHINAD1NNER PLATES 
_A_t 90 cents per doz. 0 


300 FIVE-BOTTLE CASTERS, 
. 
_A.t SB1 Each. 


iff»? 200 BEAUTIFUL SILVER-PLATED CASTERS, 
.aULty. 
_A_t SB2 Each. 
) 
A NICE LITTLE GLASS CASTER, 50 CENTS. 


H I BEAUTIFUL GLASS WATER PITCHER, LARGE... 
For 50 cents Each. :I| 


A GOOD STAND LAMP, ALL COMPLETE, 
Eor 35 cents. 


' TABLE KNIVES, SILVER-PLATED HANDLES,: * 
SI 50 per set. 


Othsr Goods too numerous to mention, at -= 
^ 
correspondingly low prices. 


¿ 7 ( a l l a n d E x a m in e o u r NEW HIND OF TABLE W AKE 
, b e a u tif u l p a tte rn * , a n d p ric e s v ery lo w . 
L.L.Lewis&Co., 


Nob. 502 a n d 504 J at., a n d No. KK9 F ifth s i.. S a c ra m e n to . 


Baker & Hamilton, 


SACRAMENTO AND SAN FRANCISCO 


IMPORTERS AND MANUFACTURERS OF 
AGRICULTURAL IMPLEMENTS, 
M ACHINES, ETC.. 


A G E N T S 
F O B 
T H E 
Gale 
Chilled 
Irou 
Plows, 
Collins’ Cast Steel 
Plows, 
Cast Iron Plows, 
Corn 8heUers, Feed 
Cutters, Gem Seed 
S o w e r s , 
B a i n 
Wagons, 
H acin e S p rin g W agon*, F ish ’s C arriag e* a n d B u g g ies, B e n le la A g ric u ltu ra l W ork* 
S p rin g W agon*. 


M oline Steel Flows, 
F u reiia G ang Flows, 
G orham 
Com bined 
se e d e r an d C ulti­ 
v a to r, 
H arrow s, 
C u ltiv a t­ 
ors, 
Seed D rills, F an K ills, 


C ider K ills, Etc, 


HARDWARE I 


Nalls, Shovels, Axes, Rope, Screw*, Bolt*, Powder, Caps, Fu9e 
Guns, Uoee, Belting, Bolts, Cutlery, Cartridges, Handles, Rivets, 
Iron, Coal, Steel, Baling Wire, Plain Fence Wire, Barbed Fence 
Wire, etc. 
______________________________ au‘23-4ptf 


* 1 B IG TREK” STORR. 
Choice Shcl'cd Raisins (per pound).................. 
New Citron and Lemon Peel (per pound)---- 
New Zar to Currants (per pound).................... . 
Sultana Secdle*» Raisins (per pound)............. 
Mountain Sweet Cider (per gallon).............. . 
Nine pounds Extra White C Sugar.................. 
Ten and a half pounds Island Sugar................. 
Eight pounds Granulated Sugar........................ 
Five gallons Star Oil. . . . . . . . . . . . . . . . . . . . . . . . 
Five gallons Pearl or Continental Oil, 159 
fire te s t................... ....................................... 
Five pound Tin Breakfast Mackerel................ 
Five-pound Can Lard.......................................... 
Roasted C. R. Coffee, 5 pounds for.................. 
Greet C. R. Coffee, 8 pounds for...................... 


80 12) 
0 30 
0 12) 
0 25 
0 75 
1 00 
1 00 
1 00 
1 50 


1 35 
0 50 
0 80 
1 00 
.1 00 


Green Salvadoro Coffee, 9 pounds for................. 81 00 
Choice Fresh Roll Butter (per roll)........................0 65 
Good Cooking Butter (per roll)........................... 0 55 
Fresh Eggs (per dozen)......................................... 0 40 
Capo Cod Cranberries (per gallon)........................0 75 
California W&lnui* (per pound)............................. 0 06 
Engl sh Breakfast Tea (per pound)........................0 50 
Our Imported Jar Tea still going a t......................0 40 
Choice New Orleans Molasses (superior to anv 
we have seen for years)................... per gallon 1 10 
Dark Island Molasses (per gallon^..........................0 50 
Two and a half pound Can Strained Honey, in 
Fruit Cans..................................................... 
0 30 
Mixed or Plain Pickles (in 1-gallon jars) 
0 65 
Mixed Nuts (per pound)...................................... 9 20 


SEND FOR ONE OF OUR PRICE LISTS, WITH FULL L1ST3 OF GROCERIES. 
T. H . COOK & CO., c o rn e r E ig h th a n d J street* . S a c ra m e n to . 
nl7-4p3m 


BUSINESS CARDS. 


NEW HARDWARE & AGRICULTURAL IMPLEIENT STORE, 


2 17 and 2 19 J Street, 
Between Second and T hird...................Sacramento, Oal., by 
A.. & J L . H EILBR O K , 
W 
HERE A FULL LUTE OF SnELF AND HEAVY HARDWARE OF THE LATEST IMPROVED 
patterns can always be found. Also, a full and complete line of Farm Implements, as follows : 
Moline Steel Plows, Coliins'Cast Steel Plows, South B nd Chilled Plows, Avery Steel Plow, J. T. Case’s 
Chilled Plows, Side-hill Steel and Cast Plows, and common Cast Iron Plows, Buckeye Gang Plows (the best 
in the market), and in fact Plows of all kinds and descriptions, adapted to all kinds and conditions of soil, 
and a full line of extras for all Plows sold in the market. 
Wooden Harrows, from 30 to 100 teeth in each. 
Also the celebrated Beauregard Channel Iron Harrows ; Cahoon and Gem Seed Sower, as well as the Buck­ 
eye Broadcast Seed Sower, with Cultivator Attachment and Buckeye Drill. In fact, we propose to be one 
of the leading hcuses on this coast, and second to none. We trust our effort! will meet with the approval 
of the public of the Pacific Coast. 
Please call and examine our stock before purchasing elsewhere. 


A. & A. HCILBRON. 


n!64p 
E L . G R E E N . M an ag er. 


MISCELLANEOUS. 


¡ 
B 
S 
9 
S 
S 
¡ 
i 
? 
Y 
PRICE 5 0 C ts 


AN IMMEDIATE AND PEKMANENT C F M 
for COUGH!*. COLDS, ASTHMA, BRON­ 
CHITIS, CROUP. INFLUENZA, CATABRO, 
LOSS OF VOICE, In cip ien t C on su m p tion , 
an d n il D iseases o f th e T hroat a n d L u g * . 
A sk fo r th e C aliforn ia P u lm o n a ry B alsam , 
an d ta k e n o oth er. 


J T BO ID BY ALL DRUGGISTS. * 
J. 3rt. Gates & Co., 
PROPRIETORS, 
417 Sansome st., San Francisco. 
n2-3A4 p4f Aswtí WS 


Th e P ioneer Nox F actory 


S till A h ead o f ■ 
C o m p e tito rs. 


G 
O 
O V C S 
Sm 
S O 
W 


F ro n t a n d M S tre e t* — — 
n2-4ptI 


6B0UEBIE8, 
LIQÜ0B3, 
ETC, 


W I L C O X , P O W E R S & C O ., 
T 
M PORTERS 
AND 
WHOLESALE 
LIQUOR 
Dealers. 


NO. 605 K STREET...[dl-4ptf]....SACRAMENTO* 


E X T R A C L E A N 
KEHTUGKY BLUB GRASS SEBD 


JU ST 
RECEIV ED . 


No. 71» J Htreet 
[an22-lmj.. .S a era m ea to , 


E B N E R 
B R O S ., 
I 
MPORTERS AND WHOLESALE DEALERS IN 
WINES AND LIQUORS. 
No*. 116 and 118 K street, between Front and Seo- 
ond. Sacramente. 
m25-4plm 


-f ROM 
AND 
BRASS 
FOUNDER AND H i- 
1 
chtnlst. Front and N street*. Manufacturer o! 
Outtenberger's Hone Powers, Pateat Ground RoU« 
and Clog Crushe, and Barley Mill*. All kinds ot 
Hydraulic Pipe*. For isle, Throe Hiller Patent Hay 
- 
dl-4plm 


A . M . SM ITH , 
O. 112 J STREET, PRACTICAL PLUMBER 


and Gaafltter—Work done on the most approved 


Sanitary principie*. 
_____di—4ptf 
N 


R . H . P E T T IT . 
fX TH O LESA LE AND RETAIL DEALER IN 
I T 
Foreign and Domestic Cigar*, Tobacco, Cig­ 
arette*, Pipe*, etc. Always on hand a full stock ol 
ail claseo* of good* In my Une. 
R. H. PETTIT. 
_____________ n8-4plm 
___________ 


JO H N B IT EL 
A SSAYKR AND CHEMIST, No. 817 J STREET 
Sacramento, Cal. All Assays and Chemlca. 
Analysis accurately carried out at short notice an, 
moderate ratea Mining Property Sold end Gold 
Purchased. 
Instructions given in Biow-plpe Assay­ 
ing. (Sokd ro* CracrLAR.) 
ni-4plm 


JA M ES MCGUIRE, 
ANUFACTURER 
OF 
ROAD SCRAPERS 
Iron Doors, Jail Cells, Shutters, Railings, 
atlngs, Housework and Blacksmlthlng In general, 
No. 520 K street, between Fifth and Sixth. Second, 
hand Docis for sale. 
au22-4ptí 


R . 1m BILLINGS & CO ., 
Í 
MPORTERS 
AND 
WHOLESALE DEALERS 
In Fine Brandies, Wines and Liquors. Agent* 
Dr. Jaffe’s Celebrated Cinchona B itters; also, 
agenta for Litton Springs Seltzer Water, Souoma 
county, California. N o. I l l K street, between Fourth 
and Fifth 
au25-lplm 


a. r. BOOT. 
OLEX. H1ILSON 
J. DSUSOCL. 
BOOT, NEILSON A CD., 
U 
NION 
FOUNDRY—IRON 
AND 
BRASS 
Founders and Machinist*. Front street, be­ 
tween N and O. 
Castings and Machinery of every 
description made to order. 
an24-4Dlm 


1854, 
F . FO STE R . 
1882. 
~p^OO KB UNDER, PAPER-RULER AND BLANK. 


Book Manufacturer, No. 819 Jgtreei, between 


Third and Fourth, Sacramento. 
auSO-lptf 


J . A . CUNNINGHAM, 
S 
ACRAMENTO BOILER AND IRON WOREB, 
I street, between Front and Second, Sacra­ 
mento. Manufacturer of Steam Boilers, Sheet lion 
Work, etc. Also, all kinds of He ' airing. Chang ng 
Portable Boilers from Wood to £*rtw Burners s 
Specie tv1 
au6-4ptf 


V. i. CBOLT. 
C (RLE A CSOLT, 
/CONTRACTORS AND BUILDERS, ARE PRE­ 
pared to do all kinds of work In their line, In 
city or country. Principal place of business, Sacra­ 
mento. Shop, No. 1114 Second street, between K 
an L. Postoffice Box, No. 410, Sacramento. 
____________ 
aul6-4ptf _______________ 


LOUIS BLOBS A CO ., 
EALERS, CORNER OF FRONT AND 
I 
streets. 
Highest price for HI.lea, Sheep 
Pelt* and Ttllow 
Butchers supplied with Salt, 
Paper, latest Improved Sausage Machines, Staffers, 
Lerd Presses, etc. Prompt cash returns made foi 
all consignments. 
al8-4ptt 
D1 


ATTORNEYS AT LAW. 


S. C. DENSON, 


^ T T O R N E Y AT L A W -O F F IC F .: M ETRO- 


politan Block, 


politic Theater. 


fitran cc next to Metro- 


d29tf 
THE 
FIR M 
OF 
BEATTY, BEATTY A 
BEATTY, 
A 
TTO .NEYS AT LAW, SACRAMENTO, CALI­ 
fornia, was dissolved December 12,1882, Adam 
Beatty withdrawing. The business will he continued 
by the remaining partners under the firm name of 
II. U. A W. H. Beatty. 
ni lp’.f 


out*. T. J Links. 
kd. k. marti*. 


JONES A MARTIN, 
A 
t t o r n e y s a t l a w , n o . eo71 s t r e e t , b e ­ 
tween Sixth and Seventh, Sacramento. 
n24-4plm 


GROVE L. JOHNSON, 


^TTORNEY-AT-LAW—OFFICE, FIFTH 8T 


between I and J. Residence, No. 2071 street, 
between Seventh and Eighth. 
nlO-Uolm 


8. I. BATKS. 
A 0. 
FREEMAN 
A 
RATES. 
I^AW YERS—OFFICE, NO. 916 FIFTH STREET, 


between 1 and J, Sacramento, Cal. 
ac27 


T . B . MCFARLAND, 


^TTORNEY-AY-LAW -OFFICE, NORTHEAST 


corner of J and Second streets. Residence, H 
street, betwesn Fifteenth and Sixteenth. 
aU4r>lm 


DENTISTRY. 


REMOVED, 
D 
R. F. M. SEIIELD8, 
DENTIST, 
to No. 525 J street, between 5 i ti.fj 
and Sixth, where he will be pleased to set: 
his friends.___________________ 
dl6-tf 


W . W OOD, 
D 
ENTI8T, 
QUINN’S 
BUILDING,, 
northeast corner Fourth and J f 
streets. Artificial Teeth Inserted on alF 
bases. Improved Liquid Nitrous Oxide Gas for 
painless extraction ot teeth. 
au25-tf 


W , U , H * ftE, D. D. S,, 


I ijKNTIST, NO. 605 J STREET, BE­ 


tween Sixth and Seventh, Sacramento. 
ail-4plm 


H . H . riE E SO N , 
D 
e n tis t, 415 j s t r e e t , b e t w e e n , 
Fourth and Fifth, Sacramento. Arli-J 
fidal Teeth Inserted on Gold, Vulcanite'" 
and all b.uies. N trous Oxide or Langbing Gas ad 
ministered for painlesa extraction of Teeth, auli-lm 


D B S. B R E W E R 8k SO ETH W O R T J , 
D 
e n t i s t s , s o u t h w e s t c o r n e r , 
of Seventh and J streets. In Bryte’s fl 
njw building, up stairs. Teeth extracted" 
without pain by the use ut Improved Liquid Nitrous 
Oxide Go*. 
anl6-4plm 


PHYSICIANS AND SURGEONS 


D R . d e D E B U Y . 
Q - | Q EIGHTH STREET, BETWEEN H AND L 
CJ L O Hours—9 to 10 a. u , 1 to 3 and 7 to S 
r. M. Consultations: English, French, German. 
Avis en Francais, Anglais, AHemand. Consulta- 
tlonen : Dentsch. Englisch, Franoosisch. 
d23 tf 


G. DART. M. D., 
P 
HYSICIAN AND SURGEON (HOMEOPATH­ 
ist). Residence, No. 1818 O street, between 
Eighteenth and Nineteenth. Office, 627 J ftrect 
(over Dale's), Sacramento, Cal. Special attention 
given to diseases of the heart and lungs. Office 
Hours-9 to 11 a. m.; 2 to 4, and 6 to 8 r. m. dlM m 


W M . ELLERY B R IG G S, 51. D ., 
O 
CULIST, AURIST AND PHYSICIAN FOR 
Diseases of ths Thioat. Office, 429) J street, 
corner of Fifth, over Sacramento Bank, Sacramento, 
Cal. Hour*—8:30 to 12 A. «.; 1 to 4 r.M Sundays— 
9:8d to 11 a. 
1 to 4 r. u. 
dl-tf 


DR. HATCH, 


Q F F IC E , 316 J STREET-OFFICE HOURS |9 


A. a., and 12:30 to 2 r. a. 
dl-tf 


D R . A . K. BRUME, 
G 
RADUATE 
OF 
THE 
UNIVERSITY 
OF 
Berlin, Germany, and of the Medical College of 
the Pacific, San Francisco. Office and residence, 
621 J street between Fifth and Sixth, Sacramento. 
Office honro, 9 tu 11 a. a., 8 to 6 And 7 to 8 r. a. 
____________________ nlH-tf___________________ _ 
WALLACE A. BRIGG S M. D. 
FFICE AND RESIDENCE, NO. 81 f J STREET, 
Sacramento. 
o 


OOlee H our* i 
( 8 to 9 A. a. 
) 
( 11 a. a. to 2 P. a. v 
( 6:30 to 8 P. a. 
) 
n!2-4ptf 


D R . LA IN F, 
Y>HYSICiaN AND SURGEON —OFFICE AND 
JL 
Residence, No. 323 J street, between Third 
Fourth. H ours: 8 to 10 A. a., 3 to 5 and 7 to 8 p. a. 
Office of City Supertr'-eud int of Public Schools at 
same place. 
n5-4plm 


W . A . 9UGHBON, M. 
H 
OMEOPATHIC PHYSICLAN AND SURGEON. 
Office, southwest comer of Seventh and J 
streets, in Bryte’s new building, up jtaire. 
Resi­ 
dence, southeast corner of Seventh and N streets, 
Sacramento. Office hours: 1 to 3 and 6 to 8 r. a. 
______ 
au25-4plm__________________ 


D R . W . H . BALDW IN, 
O 
FFICE 
AND 
RESILENCE, NORTHEAST 
corner of Second and K etreets. Office Hour*: 
19 a. a. to 12 a . ; 3 p. a. to 5 p. a . ; 7 r. a. 
n2S-lm 


D R . NIXON. 
S 
kFFICE AND RESIDENCE. M STREET BE- 
f tween Ninth and Tonth, Nos. 918 and 920. Will 
t the Railroad Hospital dally at 9:30 A. a. Office 
hours—8 to 9 A. a.; 1 to 8 P.M.. and evening* auli-lm 


F R A N K 
CLARK* 


h , U 
U 
t a M 
k t , b R . l M 
« l . 


Alway* a i— p!«4s*Ux» la atara. 
O r a try 
crdsm rsosir* prompt attention. 
> 1 4plm 


& 


COAL OIL STOVES. 


ALL SIZES FOR C00KIHC OR PARLOR 
USE- Send for Circular and Pnces. 
A flE -T E K A CO., 17 New Mont­ 
gomery gtreet, San Francisco m27-4ptf 


R. H. BYERS, 


Z L T J k J 
bet. S ixth at 
CRAMENTO. 
No. U t K a t . b e t. S ix th a a d S ere n th , 
SAC-------------- 


7 ?fiJ T z T W ,L ltR , 


o 
SSHn 


BNDERTAK2M S. 


n r ODD FELLOWS' TEMPLE, 
Complete Mock 
m e * nr 
Ninth and K ftrteta. 
ERTAKERS1 
_ 
eons ton ti p on 
City and country order* promptly at- 
fi», day or night, at remonabl* rote*. 


A. J . VKSNWLVA, 
^ 


.« M h tr C e n s e r a a d U n d e rta k e r, 
' 
ta Ya. 5M J street, bet. Fifth aad 
band a large aamrtmeat ot 
Ctakala, Burial Ctaea and 
Jshsd and Funeral WreaUs* 
- 
Osffia arden will receive prompt 
attsaaoa cm short notice and at thy-^owmt rates. 
I 


MONDAY’S NEWS. 


f i a d l e » Death In th e 
T fh ite 
H o u se— 
8 m a Il-p o x in B a ltim o re —S a le ld c o f a 
M ay or—A 
D ying 
W o m a n 
C o n fru e t 
T h re e M u rd er* —G o v e rn o r C lev e la n d I n ­ 
a u g u r a te d —D eath of L eon C a m b e tta — 
A c c id e n t 
to M rs. B la in e 
a n d S on— 
E a rth q u a k e l a M ain e—T h e P aclO e Coast 
—* te . 
________ 


[COSDCK3ED FROM SPECIAL DHPATCDR3- ] 


DOMESTIC. 
Kew Year’s in Washington was as bright 
and pleaaaat as a spring day. 
Daring 1882 there arrived at New York 
6,476 vessels, including 1,016 steamers. 
A dispatch from Peoria, 111., says the 
whisky interests there paid $13,714,000 dur­ 
ing the year 1882. 
Elizabeth Lambert, of Cambridge, Mass., 
bedridden f r years, claims to have been per­ 
fectly tested by prayer. 
Eliza Manning Hawthorne, only sister of 
Nathaniel Hawthorne, died at Eeverly, 
Mass., Monday, aged over 90. 
Emilia Wimberly was burned to death in 
Memphis, Tenn., Monday morsing. 
Her 
dress caught fire from a grate. 
A No. 10 breaker belonging to the Pennsyl­ 
vania Coal Company wan burned Monday 
near Pittston. L obp, $150,000. 
A shock of earthquake was felt throughout 
Itocklicd, Me., and vicinity Sunday night, 
followed by a storm of thunder and light­ 
ning. 
The Tennessee Senate organized Monday 
by the election of 11. F. Alexander, of Ruther­ 
ford, Speaker, and T. C. Long, of Madison, 
Clerk. 
In Chicago Sunday night many persons 
called up fiiind» by telephone as the clock 
hands passed midnight, and bade them “ a 
happy New Year.” 
I t ie understood that on the proposed cor - 
solidation of the Cincinnati Commercial and 
Gazette, a new pinny morning paper will be 
issued from the present Gazette office. 
Daring the past mouth forty-Beven cases 
of burglary and highway robbery have been 
reported in Cleveland, O., the value of prop­ 
erty taken ranging from $1 to $1,400, 
A t Tase well Court house, Va., Thursday 
night, a mob took possession of the jail and 
shot to death Blueford Smith, a negro, for the 
murder of Cnarles Kinzie, a whito man. 
A banquet, ex-Senator Bruce presiding, 
was given in Washington Monday night in 
honor of Frederick Douglass and the anni­ 
versary of the emancipation proclamation. 
There were sixteen deaths from small-pox in 
Baltimore the past week. Monday a case 
occurred in the City Jail, where over 300 per­ 
sons sre confined for minor offenses, and they 
were aU discharged. 
Herr Most, the Socialist, delivered another 
iuceudisry address Sunday night, in Chicago, 
urging that the obly thing to De done was to 
kill the capitalists, and for the people to help 
themselves to funds in the banks and goads 
in the stores, 
Dave Roberta, a negro in the Abbeyville 
Jail in North Carclina, on a charge of cotton- 
stealing and murderous assault, was taken 
out and lynched Sunday night. Admittance 
to the jail was obtained by strategem, and 
the Sheriff was overpowered. 
The carriage of Mrs. James G. Blaine and 
sou came violently into collision with a coupe 
at Sixth street and Pennsylvania avenue, 
Washington, Monday night, and the occu­ 
pants of both vehicles were thrown to the 
pavement. All were injured. 
The United States Grand Jury has found 
another indictment against Abner I. Benyon, 
the fugitive ex-PreRident of the Pacific Na­ 
tional Bank of Boston. The offense alleged 
is making false returns to the Controller of 
the Currency. It is understood Benyon is in 
Canada. 
Mayor Colley, of Salem, Mass., whose 
term of office closed Monday, hanged him­ 
self the same afternoon. The suicide was 
not much of a surprise to the intimate 
friends of Mayor Colley. 
A year ago he 
lost his wife, to whom he was devotedly 
attached. 
Shortly after midnight at Reading, Pa , 
while watch-meeting services were being held 
in the Reformed Evangelical Church, a large 
cannon filled with stones and powder was 
discharged. The front wall was crushed in, 
and nearly all the window panes were shat­ 
tered. No one was hurt. 
The New Year’s reception at the White 
House was brought to an abrupt termination 
Monday by a most painful accident. 
At the 
conclusion of the receDtion to the diplomatic 
corps, Hon. Elisha H. Allen, Minister from 
the Hawaiian Islands, dropped dead of heart 
disease. 
Mr. Allen was the dean of the 
diplomatic corpa. 
Mrs. Langtry arrived in Chicago Monday 
afternoon, end was driven directly to the 
Grand Pacific Hotel, and remained in her 
parlors during the entire afternoon. In the 
evening she appeared at Haverly’s Theater 
in “ Ih e Honeymoon.” Thehou=e was large, 
but not crowded, and some seats were vacant. 
The audience was not very fashionable, and 
somewhat cold. 
Tne inauguration ceremonies took place in 
the Senate Chamber at Albany, N. Y., Mon­ 
day morning. The outgoing and the incoming 
Governors entered the Chamber together, 
accompanied by their respective staffs and 
secretaries. Governor Cornell read his ad­ 
dress, and was followed by Governor Cleve­ 
land, who, with much emotion, pronounced a 
eulogy upon the administration of Governor 
Cornell. 
A Mount Vernon (Ohio) special says : Mrs. 
Stilwe'J, wife of Joy B. S til well, employed 
on the Chicago, Burlington and Quincy 
Railroad, has made a confession on her death­ 
bed of three murders. She is at the house of 
relatives in Knox county. 
The first murder 
was that of Benjamin Swigart, her first hus­ 
band, who she says she killed at Marys­ 
ville, Mo., in March 1877, with the aid of 
her mother and brother. The second was a 
straDger, whom the same parties killed for 
money while stopping at a boarding-house. 
The third was her own child, a daughter 
aged fourteen, whom Bhe strangled in the 
presence of her mother, at Bula, Neb., in 
1880. She also confessed three attempts to 
kill her present husband, in order te obtain 
his life insurance. 
The confessions were 
first mad9 to her husband, and since re- 
psated to others. She is dying of consump­ 
tion. 
FOREIGN. 
The Earl of Wemyss and March is dead. 
There was an earthquake at Halifax on Sun­ 
day night. 
Typhoid fever, caused by the flood, has ap­ 
peared at Mayecct. 
Dillon has postponed his retirement from 
Parliament until the latter part of February. 
The Rhino floods have destroyed five vil­ 
lages, and two hundred and fifty houses have 
fallen. 
The MalagasRy Envoys have started from 
Manchester with the American Consul for 
Madagascar. 
The AH antic 
stsamer 
Wheatfield was 
wrecked iff S:. Catherine’s Point, England, 
on Saturday evening. 
A t Liverpool the 6tock of wheat is 10.000,­ 
0 centals ; corn, 13,000,000 quarters ; flour, 
0,000 sacks and 4,850 barrels. 
Leon Gambatta died at bis residence at 
Ville d’Avray at midnight Sunday. He was 
quite conscious to the last. The death agony 
lasted two hours. 
Baring & Co., of London, announces that 
the senior partner. Russel Stnrges, retires 
from active commercial pursuits. The busi­ 
ness will be carried on by the remaining part­ 
ners. 
The Saltan has prohibited all Ministers ex­ 
cept Said Pasha, Nedim Pasha, Assyin Pasba 
and Osman Pasha trom crossing the bridge 
between Stambou! and Pera without his con­ 
sent. 
A t Pesth Monday Herr Titzi, President of 
the Hungarian Council, in replying to New 
Year congratulations of the Liberals, said he 
could not see any ground for apprehensions of 
a disturbares of the peace. 
The National League meeting, which as­ 
sembled at Ballinhoun, King’s County. Ire­ 
land, Mond..y. in defiance of the Government 
proclamation forbidding it, was dispersed by 
a large f rce of constabulary. 
PACIFIC COAST. 
The storm of Snnday and Monday was 
general throughout the State, 
Two prisoners escaped from the jail in 
Tacoma, A. T., Snnday night. 
A railroad collision occurred at Tacoma, 
W . T., Monday, but no one was killed. 
Mining is over at Janean, Alaska, until 
spring. 
Miners are well satisfied with the 
season’s work. 
Capitalists from San Fran­ 
cisco and the East have had an expert 
examining th9 lodes on Douglas Island. 
The Northwest News, a morning daily, com­ 
menced publication in Portland, Or., Monday 
morning. I t is a small eight-page, aix-colnmn 
sheet, with full telejraphic news, and gives 
promi-e of doing well. I t will be Republican 
in politics. 
A Weeksville (Montana) special says: 
Abont five miles east of Weeksville, on Sun­ 
day morning, an explosion of giant powder 
took place, killing three Chinamen instantly 
and wounding three more. Carelessness in 
throwing out the powder was the cause. 
The recent purchase at Seattle, W. T.. of 
water front f roperty by the railroad syndicate 
brings the total exp redi tures here in such pur­ 
chases np to the amount of $120,000, to which 


may be added a like sum for wharves and 
warehouses built within a year. The railroad 
people now have 800 feet of water front. 
The extensive machine shops of Hanson k 
Co., at Tacoma City, W. T., were discovered 
to be on fire Sunday night. The wind from 
the northward was blowing a gale, and the 
sawmill, not twenty feet distant, though pro 
teeted by an iron roof, was only saved by the 
superhuman exertions of the mill-hands and 
citizen?. The shops were totally consumed. 
The schooner Maria E. Smith, which en­ 
countered a heavy gale on the coast of Van- 
cover Island last week, was damaged to the 
extent of $1,000, and an effort is being made 
to cover the loss by general aversge, throw­ 
ing a large percentage thereof upon the own­ 
ers of the cargo, which cons’V.ed of five hun­ 
dred tons for Seattle, and the consignees 
there are lend in opposition, 


GENERAL NEWS. 
* 


S ta te L e g isla tu re s—T he N a tio n al D e b t— 
B ed C loud W a n ts H o n ey —A M e m b er o f 
P a r lia m e n t C h a rg ed w ith H ig h T re a so n 
—T he F ire 
B re o rd —E rz e ro n m 
C o d e r 
M a rtia l L aw —T h re e M en C aved o n a n d 
K ille d —I h tld B u n w ith T w o B o d ie s 
a n d O ne D ead —B r u ta l D og F ig h t—E tc. 


S an F ra n c isc o S to ck S ales. 


[COXCENSED FROM SPECIAL DISPATCHES.] 


Erzsicum has been placed under martial 
law. 
.T. F. McJunkin, Attorney-General of Iowa, 
is dead. 
The remaining political offenders at Caíto 
have been amnestied. 
Viscount Enfield his resigned the Under­ 
Secretaryship for India. 
The Pennsylvania Senate has chosen John 
E. Reyburn for President. 
L ist vear 455.450 immigrants arrived at 
Castle Garden, New York. 
A London dispatch says the Earl of Stam­ 
ford is dead, egad 54 years. 
A Paris dispatch says that Clemenceau will 
probably take Gambstta’a place. 
Coinage at the mints during December was 
8,190,926 pieces, amounting to $5,761,398. 
Emancipation Day was celebrated as usual 
by the colored people throughout the South. 
Mrs. R. B. Hayes, assisted by six young 
ladies, kept open house in Fremont, O., Mon­ 
day. 
All the troops in Paris and Marseilles have 
been ordered to attend the fnner.il of Gam- 
betta. 
The Ohio Legislature convened at Colum­ 
bus yesterday, and the Governor’s message 
was read. 
A fire last night at Manistee, Mich., burned 
$50,000 worth of business property ; insured 
for $36,C00. 
The rains are again greatly impairing the 
prospects of a good tobacco crop in Vuelta 
Abajo, Cuba. 
Dr. Charles Portorfiald Krouth. D.D., 
Vice-Prevost of the University of Pennsyl­ 
vania, is dead. 
The debt statement to-diy shows the de­ 
crease of the public debt daring December to 
be $15,413,222 85. 
Joshua Gifford, aged 70, residing near 
Grandby, N. Y., killed hie wife, aged GO. 
Gifford surrendered. 
The President has nominated John P. 
Ward, of Oregon, to be appraiser of mer­ 
chandise in Portland. 
The Ford brothers fled from Boston after 
the fracas of Saturday night. No search will 
probably be made for them. 
At a sale cf thoroughbreds in London Mon­ 
day, Isonomy brought 9,000 guinea*, See-aaw 
1,400 guineas, and Geologist 1150. 
The State Legislature of Indiana meets 
at Indianapolis Thursday. There will be a 
lively contest for presiding officers. 
The residence of Geo. B. Vanderpool, Tax 
Commissioner of New York city, was burned 
yesterday in Chatham, N. J . Lose, $50,000; 
insured. 
A t a late hour Monday night L. Stemm, a 
member cf the police force at Pueblo, Col., 
was shot and instantly killed by unknown 
parties. 
Edward Stein, Russian Imperial Vice­ 
Consul to New York, died in his apartments 
in the Hoffman House, New York, Monday 
morning. 
A t Dublin the case of Delaney, charged 
with attempting the life of Judge Lawson, 
was nolle prossed on account of irregularity 
in the papers. 
A t Waterford, Ireland, Biggar, member of 
Parliament., has been committed for trial on 
a charge of high treason in his recent speech. 
He was bailed. 
The Vice Chancellor at Louisville. Ky., 
decides that the telegraph company is not 
liable for damages sustained on account of 
unrepcated messages. 
Red Cloud interviewed Secretary Teller 
yesterday, complaining that Governor Crook, 
six years ago, took over 100 of his horses, and 
asked $10,000 damages. 
In New York yesterdaj Judge Barrett dis­ 
solved the injunction against the Western 
Union pooling arrangements, and the cabs of 
Williams vs. the W. U . goes over. 
In Sligo, Ireland, an ex-suspect named 
McDermott has been committed for trial for 
declaring that innocent blood had been shed 
by partisan Judges and drunken jurors. 
The Missouri State Legislatnre meets in 
Jefferson City to-day. The attendance will 
be large, and the session long and c amest. 
On the subject of prohibition there will be a 
fight. 
The clothe3 of Richard Pierce, cat and 
torn, were found near the river bank at St. 
Paul, Mino., yesterday morning. I ; ie be­ 
lieved that he was murdered and thrown in 
the river. 
Mr. Baldwin, Highway Commissioner, felt 
confident of his reappointment by the Phila­ 
delphia City Council, but the excitement of 
the contest brought on heart disease and 
cansed his death. 
The picture gallery at 1160 Broadway, N. 
Y , was burned Monday night. Loss, $55,000. 
Among the pictures burned wero two com­ 
pasión pieces, representing California fiih 
and fruir, by Beecher. 
Nimrod Oarer, Michael Longever and 
Matthew H arnett (laborers) were killed at 
Auburn, N. Y , yesterday, by the caving in 
of earth npon them while cutting through 
some h'gh land for a new street. 
The Democrats took entire possession of 
the city government of Boston Monday. 
Hugh O'Brien was elected Chairman of the 
Board cf Aldermen, and James J. Flynn 
President of the Common Council. 
Advices from Cape Town to the Board of 
Health at Washington state that dHring the 
past two months 9.0C0 people have been 
stricken with small-pox. 2,400 of whom died. 
The negroes object to vaccination. 
A brutal fight of an hour and a half be­ 
tween two doge occurred in Kansas City, 
Mo., Monday night. The contest was won 
by the Kansas dog Billy over the Kansas 
City dog Buund. A large sum of money 
changed hands a nong the ronghs present. 
Martin O’Snllivan, ex-suspect, late of Bally 
Doff, County Kerry, Ireland, is confined to 
hij home in Milwaukee, suffering from lung 
disease contracted during his confinement in 
Limerick j ail under the Coercion Act. The 
doctors have little hope [of his recovery, and 
advise him to return to his native land. 
A t a meeting of the Union Veteran League 
of ex-Union soldiers in Chicago last night a 
preamble and lesolntions were passed, stating 
that many of them were personally cognizant 
of ths causes leading to Fitz John Porter’s 
dismissal; that the sentence of the Court- 
martial was just, and that the position taken 
by Senator Logan on the bill for Porter’s re­ 
instatement is right. 
1 he body of a dead man was found in a 
room of H aul’s Hotel, Cincinnati, yesterday 
morning. 
He had registered as Dr. Thorne, 
of Indiana, bat left a letter to the proprietor 
of the hotel, saying he was Dr. J. B. Thomp- 
sor, of Saulsbury, Connecticut, and directed 
him to telegraph 1 is wife at that place, and 
his sister iu Brooklyn. He had $150 in money 
and a gold watch on his person, He died of 
morphine. 
The excess of exports for the twelve menths 
ended November 30, 1832, was $14 334,835; 
excess of exports of gold and silver coin and 
bullion for the same period, $32,701,307; 
value of imports of merchandise into the 
United States f .r the twelve months ended 
November 30,1882, $750,647,826—an increase 
of $90 400.295; value of exports of domestic 
and foreign mrrchandise 
for the twelve 
months ended November 30, 1882, $752,082,- 
661—a decrease of $103,295,038. 
A Mattocn (IlL) special says : Something 
unprecedented in the annals of the medical 
fraternity of this city occurred in the practice 
of Dr. D. M. McFall last Saturday night, 
being nothing less than the birth of two 
male children, with two well formed bodies 
nnited from the sterrum, with one neck, one 
well-formed h?ad, the chin resting on the 
right and left shonlders of the bodies, and the 
face looking to one side. The physicians here 
say it is one of the finest specimens that ever 
came under their observation. 


H o b sk o b d ’s A cid P h o s p h a te in seasick­ 
ness. Professor Adolph _ Ott, New York, 
says : “ I used it for seasickness among the 
passengers during a passage across the Atlan­ 
tic. 
In the plurality of cases I saw the vio­ 
lent symptoms yield which characterize that 
disease, and give way to a healtfcful action of 
the functions impaired.” 
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Praw cisoo, January 2d. 


SESSION . 
26C0 Bullion.............50(380c 
30 Exchequer..............20o 
83 Union.................... 3 50 
200 An dee..................... 80c 
100 Argenta..................55c 
90 M t D iatlo.............. .4 
180 N. Belle................... 
10 3 Albion................... S 85 
50 Bodie......................... 3 
10 Occidental.............1 25 


ATTERNOOK SESSION. 
93 N. Belle.. 
50 Navajo ... 
350 Albion.... 
600 Wales .... 
60 Kurrta T. 
100 Day.......... 
80 Bodie 
. 
100 Mono.. 
400 Oro........... 
50 M. White. 
25 S. King 
23 Occidental 
150 Chollar.... 
1745 C^n. Va.. 


........... 
71 
2 95 
............ 20c 
75c 
..............40c 


...10c 
3 
10 
I 20 
.......1 15 
15<a50t 


100 Ophir......... 
100 Q. t O....... 
340 PotoeL....... 
7CO Bullion..... 
100 A lta.......... 
110Y. Jacket.. 
193 Union........ 
150 B. * B....... 
100 Hale* Nor. 
530S. Nevada. 
100 Mexican.... 
100 Savage....... 
100 Exchequer. 
300 Overman.. 


1 80 
.1 8531 93 
.1 10@1 15 
.........85c 
............ 25e 
1 1C 
.3 2f®3 3rt 
....4 C5&4 
1 10 
.2 5CS2 55 
2 70 
75c 
2Cc 
.............10c 


B ich e s In H op F a rm in g . 
A t the present prices ten acres in Hops 
will bring more money than five hundred 
acres in any other farming ; and, if there is a 
consumer or dealer who thinks tha price o 
Hop Bitters high, remember that H op( are 
$1 25 per pound, and the quantity and qual­ 
ity of Hops in Hop Bitters and the price re­ 
main the same as formerly. Don’t bay or 
u»e worthless stuff or imitations because th 
price is less.___________________ 


In c re a se o f P e n sio n . 
Thousands entitled under new lawp, which 
are more liberal. Also pensions procured for 
disabled soldiers, widows, etc. Addre?*, wlrh 
stamps, Stoddart & Co., 413 G street, N. W., 
Washington, D. C. 


“ W ith all thy false I love thee still,” 
said the newly-married man to his spouse, 
when viewing the mysteries of her toilet.— 
[Yonkers Gazette. 


45T In the Diamond Dyes more coloring is 
¡iven for 10 cents than in any 15 or 25-cent 
lyes, and they give faster and more brilliant 
colors. 


VARIOUS QUACKS 


W ho (E ach w ith HI* O w n P e t S chem e) 
C u ltív a te Ih e F ie ld o r U n m a n 
N a tu re . 


There have always been quacks—legal quacks, 


theological quacks, scientific quacks and medical 


quacks. Some of them a:c bland, oily fellows, who 


argue aud smile the world into believing in their 


favorite bit of humbug. 
Others are pompous and 


pretentious parasites. But they make it pay. Men 


seem to love to bo swindled, stipulating only that it 


shall be neatly done. 
The dear public are equally liberal to the electric 


and magnetic fraud. This fellow is a genius in his 


line. 
He will put a magnetic belt around your 
waist, a magnetic necklace under your chin, or fit 


you out with an entire suit of mignetic clothep, 


warranted to serve the purposes of ordinary gar­ 


ments, and at the same time to cure all diseases, 


from whooping cough to hasty consumption. 


Most of these have no more electric or magne ic 


power about them than resides in woolen b’ankets or 


in girdles of sackcloth. Only when applied by an 


expert is electricity of tho slightest use as a medi­ 


cinal agent, and even then its value is grossly over­ 


stated. 
What is the strongest possible presumptive 


evidence in favor of a^particular remedy? 
Clearly 


that it should have been prepared by responsible 


persons of acknowledged skill in the treatment of 


disease. 


Squarely on this foundation stands BENSON'S 


CAPCINE POROUS PLASTER. Indorsed by 6,000 


physicians, pharmacist?, druggists and chemists, it 


needs no further apology nor introduction. 
It is 


the one and only time and tried external application. 


Quacks of all kinds pay Capcine the compliment of 


their dislike, as Satan is said to hate holy water. 


Look íd the middle of the plaster for the word 


“ CAPCINE." Price, 25 cents. 
Seabury & Johnson. Chemists, New York, 
dfi 6m WS 


THE WONDER OF HEALING! 
r i o f o m kS* 
Yhe E x tra c t is the only 
^ j u l c a r r i B i specific for this disease, 
f,olrt in Head, etc. Our 
C a ta rrh C u re,” spe 
ia.1! v prepared to m eet serious caeef», contains 
*11 the curative properties of the E x tr a c t; onr 
rtyrim re, invaluable for use in catarrhal 
affections, iu aimple and inexpensive. 


i H f E M I S I , R3ÜEALGIA. M 
O 
T S 
mrert so m any cases of these distressing com 
plaints as the E x tra c t. 


H 
e m 
o r r h a g e s . the Lungs, 8 to­ 
ri ai-h. Nose, or from any cause, is speedily con 
i-olled and stopped. 
!5!?iITHEEIA AND S08E THROAT. 2 2 , 2 2 
iromptiy. I t la a sure cure. Delay is danger.ns. 
F o r P iles, B lind, B leed in g o r Itc b ln a , it is 
b j greatest known remedy. 
F o r U lcers, O ld S o re s o r O pen W ounds its 
iction upon those is most remarkable. 
C nutlcn.—POXD’3 E X T R A C T has been imi- 
w ,-i. 
The genuine has the words “ I'OXD'S EX­ 
TRACT" blown in the gltws. and our picture 
rioic-hiark on surrounding bu ff wrapper. None 
ither is genuine. 
Alw ays insist on 
haiinf) 
TOXR S EXTRACT. Take no other preparation 
i t is never sold in bulk or by measure. 


EreCIALTIES AND toilet articles. 
POJTD’a E X T R A C T 
5 0 c ., $ 1 , $ 1 7 5 
C a ta r r h C ure, 
P la s te r............. 
Ü3 
In b n le r (C lues 
aO c)................ 3 Oil 
N asal H rrin ao 
2-1 
üleUVn’d P u p c r Mí 


T oiler C re a m ...8 1 OO 
i l d i l f r l e e 
5 0 
1.1;> N aiv e 
it6 
T oilet Noup (3 
I iih cs) 
5 0 
-jintiuent 
5 0 ___ _____ 
F nm lly S y rin g e, $ 1 . 
L adies, read pages 13. 18. 21 a n d 2 6 o ’nm 
N w Pam phlet which accompanies each bottle 
Ouit N ew P amphlet with H istop.t ok ovl 
P reparations sent f r e e on application a 
POND’S EXTBACT CO., 
14 W est 14th st.* New York. 


REMOVED 
EVERY 
SYMPTOM. 


-----------, December 29, 1881. 
Swift Specific Co., Atlanta, Ga.: 
1 have delayed thu3 lon^ in writing be­ 
cause I wanted to make “ assurance doubly 
sure” in the trUl of 8 S. S. in my own caie, 
and am most hanpy to report that it has 
entirely eradicated every symptom of the 
diseve from my system. Had I followed 
the a tvice of Tom awift in years gon9 by, it 
would have saved me t.- n years of intense 
Buffering 
I have not felt the least return 
of the disease, and can fully and truly rec­ 
ommend S 8. S. to aU sufTcrinc: from the 
scourge, and especially to the physicians in 
Macon, who knew my conuition ; and when 
1 can positively assure them that it has not 
only relieved me of i*ain, t ut has entirely 
removed every symptom of the diseise frem 
my system, it ought to convince even them 
of its in-npp^^H L ■ 
ties. 
I 
1" 11»!i11 
r TSl'urffl'1' not 
q u a 1 i-HbaMjJBhedflSbMKaBB wish my 
nam? to be published, but you are free to 
show my let er to those who formerly knew 
of my condition. It is a shame that turnan 
kind should suffer from the prejudices of 
phys'ciars to anything not laid down in the 
text books. Let me a-»ure you of my grati­ 
tude, and believe me ever. 
Yours truly, 
R. C. M. 


About four or five weeks ago I wai af­ 
flicted with a very agg-avatcd type of Blood 
Disease. 
I commenced using a. S. S., and 
after taking the first bottle, fe!t so much re­ 
lieved that I bought five more, and am ^lad 
to say, after using four of 1 bem, that I am 
entirely cured, previously bavini: been un­ 
der medical advice for several months. 
C. G. R., Richmond, Va. 


If you doubt, come to see us, and we will 
CURE YOU, or charge nothing. Write for 
particulars and a copy of the little book 
“ Message to the Unfortunate SidTeriDg." 
Ask an; Druggist as to our standing. 


ts r 81.000 RL4YARD will be paid to 
an; Chemist who will find on analysis o! 
100 bottles of 8. 8. 8. one particle at Mer­ 
cury, Iodide at Potassium, or any Mineral 
Substance. SWIFT SPECIFIC CO., Propri- 
etorr, Atlanta, Ga. 


PR IC E OF SMALL S IZ E ,............«1 OO 
P R IC E OF LARGE S IZ E ,............81 35 
SO LD BY A LL D RU G G ISTS. 
ol4-4ply 


MISCELLANEOUS. 


P 
O 
W 
D 
E 
R 
Absolutely Pure. 


This POWDER never varies. A marvel of purity, 
strength and wholeeomenos*. More economical than 
the ordinary kinds, and cannot be sold m competi­ 
tion with the multitude of low tsst, short weight 
alum or phosphate powders. 
S o l d o n l y in c a n s. 
ROYAL BAKING POWDER CO., 106 Wall street, 
New York. 
- - — 
W_ T . COLEMAN d CO., A gento, 
SAN FRANCISCO. 
m7-ly 


HOTELS AND BESTAURANT?. 


RUSS HOUSE, 


No*. 
09 
a n d 
1011 J S tre e t, b e tw e e n 
T e n th a n d E le v e n th , S a c ra m e n to . 
G 
iv e m e a c a l l —t h i s 
h o u s e 
is a 
newly-built Brick Building, with all modern 
improvements. 


MEALS.............................................Twenty-five Cents 
BOARD, per week.....................................................$ 4 
BOARD and LODGING, per week 
$ 5 to $ | 0 


Billiaid Room and Lar. Best of Liquors and Cigars. 
W . W . W A B E, P ro p r ie to r . 


t r Having been a farmer in Sacramento ceunty 
for over twenty- years, I would like to have farmers 
give me a call. Streets cars pass the house every 
five minutes. 
dl6-lm 
H O T EL LANGHAM. 


£(O R N E R FOURTH AND L STREETS, ACRA 


monto—Strictly first-class, on the European plan 


T. D. Scriveris Carriages will take all passengers ires 


ol charge from Depot to Hotel, 


dl-tplm 
TERRY & CO., Manigera. 
UNION H O T EL. 
S 
ECOND AND K STREETS, SACRAMENTO. 
Cal. Rooms, 50 cents and $1 per day. Special 
rated by ihe month. Billiards, choice liquors and 
cigars. Hot lunch daily from 11 a. m. till S r. n. 
W. O. (“ JOE") BOWERS, 
dl-4plm 
Proprietor. 
M ISSISSIP PI K ITO K EN . 
O T 8 T E B 
A N D 
C U O P 
H O U S E , 


T h ir d S ire c l, B e tw een J a n d 
F IT DOOR TO RECOP. D-U.S ION 
office. Open day and night. 
A. J. 8ENATZ, Proprietor. 
n!9-4plm 
RESTA U R A N T D£ FR A N C E, 
J A W ¡K 
STREET, ADJOINING 
I 
the Metropolitan 
Theater., 
Handsome Private Rooms for parties. 
LOUIS PAYEN, Proprietor, 
au20-4plm 
Formerly of the Hotel de France. 


I 


MARKETS. 


G. PHIL. HARTMANN, 
O 
RIENTAL MARKET AND STEAM SAUSAGE 
Manufactory, No. 418 K street, between Fourth 
aud Fifth (opposite Metropolitan Theater), dealer m 
Fresh Meats, all kinds of Sausages, Ilams, etc. Or­ 
ders from country promptly filled. 
n2-tf 
JACOB ARNOLD, 
B 
u t c h e r 
a n d p o r k p a c k e r , 
corner of Second and N streets, sells' 
wholesale and retail, at lowest prices, _ ____ 
finest Sugar-cureJ Hams, Breakfast Bacon, Should­ 
ers, Pickled Hums and Pork, Pigs* Feet, Sausage, 
Lard, etc. Also, Choicest Fresh Meats of all kinds. 
Highest price paid in cash for Beef Cattle, Hogs, 
id Lambii. 
o3-4ptim 


Sheep and Lamb 
G. W EISEL & CO., 
B 
UTCHERS AND PORK-PACKEP.3, 
pay the highest price for grain-fed 
Hogs 
Constantly on hand, extra fine_______ 
Sugar-cured Hams, Pickled Hams, Breakfast bacon, 
Shoulders, Clear Pork, Mess Pork, Lard, Corned 
Beef, Pigs’ Feet, Pigs’ Heads and Spare Uibs. Also, 
extra fine Pork Sausage._________________ s5-4ptf 
TH E FIN EST M EATS 
O 
F ALL KINDS, IN THE CJTY, 
and at Lowest Prices, r/ill 
always be found at the Metropolitan 
Market, of CONRAD SCHEPP, South­ 
west Comer of Twelfth and E streets. Meats de­ 
livered in al parts of the city at all times, 
aul9-4plm vm 


BANKIK8 SOUSES. 


NATION AL QOLD BANK 


D. O. MILLS & CO., 


SACRAMENTO. 


UNITED STATES D EPO SITA RY . 


■XCHAXQB ON 
S an F ra n c isc o , N ew Y o rk , C hicago, 
L o n d o n , D u b lin , P a ris, C lasg o w , 
Berlin, Frankfort-on-Main, Vienna, St, Petersburg, 
Copenhagen, Stockholm, Christiana, Amsterdam. 
Antwerp, Geneva, Venice, and all of the principal 
cities of Europe 
This Bank has correspondents In Mexico, South 
America, West Indies, Australia, Honolulu, and all 
parts of the world, and special facilities for making 
collections. 
sel2-4ptf 
MONEY TO LOAN 


€ES* 3EL j&h. X. JST 


l!f »TASKnOU8E, OR O T IIÍ.R APPRO V ED 


SECURITY, 


AT LOWEST MARKET KATES, BY 
California State Bank, 


SACRAMENTO CALIFORNIA. 
au6-tf 


NOTICE TO THE PUBLIC. 


H 
a v in g s o l d a l l o u r i n t e r e s t in t h e 
Crockery and Glassware firm known as 
ACKERMAN &i CO. to GEO. W. HANCOCK, who is 
well and favorably known in this community, and in 
whom we have the fullest confidence that the busi­ 
ness will be conducted on the same principles as 
those pursued by us, we herewith tender our sincere 
thanks to the many friends and customers who have 
so liberally patronized us during our career of nearly 
eleven years, and would respectfully request a con­ 
tinuance of the same with our successor. 
ACKERMAN & CO., 
Nos. 629 aud 631 J street. 


rv&Ying p u rc h a se d th e b u sin e ss r e fe rre d 
to above, of ACKERMAN & CO., at 629 J street, we 
w’ould kindly ask a continuance of the very liberal 
patronage extended to our predecessors. The busi­ 
ness will be conducted as heretofore, and several 
new lines of other staple articles will be added, so 
as to make it the most complete House-Furnishing 
Establishment on the coast. Respectfully, 
d?5- 
GEO. W. HANCOCK & CO. 
IN TERN ATIO N AL SALOON, 
Q O A 
K 
STREET, 
SACRAMENTO- FINE 
Wines, Liquors, and Cigars constantly on 
hand. Hot Tom and Jerry a specialty. Also, Hot 
Lunch every night, 
do tf 
BaILEY A INGHRAM, Proprietor*. 
Sacramento Planing Mill, 
S 
AfiH AND BLIND FACTORY, CORNER OF 
Front and Q streets, Sacramento. 
P o e m , W in d o w s, B lin d s . 
Finish of all kinds, Window Frames, Moldings of 
every description, and Turning. 
HARTWELL, HOTCHKISS k STALKER. 
*n2S-4Mir> 


PIO N EER LIV ER Y 8 T A B LE. 


D. SCRIYKR. 
..Iroprietm . 
H 
a c k s o n c a l l a t a n y h c - jr , 
day or eight. 
Coapes, Phaetons, 
awara, Barouches, Boggles, with thej¡£_¿ 
bsst roadstsn to be (oond in any Uvery stable on 
the coast, lor hire. Horses kept In Uvery at reason­ 
able rates. Livery Stablejon Fourth street, between 
and J. 
MÁTHEY CAYLUS’ 
Used for over 25 years with gmat success by the 
physicians of Paris, New York and London, and 
superior to all others for the prompt cure of all 
cases, recent or cf long standing. Put np only in 
Glass Bottles containing 64 Capsules, each. Price 75 
cents, making them the cheapest Capsules in the 
market. 
Prepared by 
CLIN&CIE, 
Paria- CAPSULES 


Bold 
E v e ry - 
whsre. 


RAILROADS, STEAMERS, ETC. 


9:00 
7:20 


Central Pacific Railroad. 


C o m m en cin g M onday, N o v em b er 97» 1889, 
AHD UXTI 7URTHXR HOTICX, 
TRAINS AND BOATS WILL LEAVE SACRAMENTO 
AS FOLLOWS ! 
A . M .—(Sundays excepted)—Accommc - 
•tJV 
dation Train to MaryBville, Red Bluff acd 
Bedding. 
A . M .—(Dallyy—C. P. Emigrant Train to 
Ogden, Council Bluff and East. 
A . M.—(Dally)—C. P. Pacific Express, v a 
Benicia, for San Francisco. Connects at 
Suisuu for Vallejo and Calistoga. Second- 
class passenger cars fur San Francisco 
attached. 
A. M .—(or as soon thereafter as prac­ 
ticable—Sundays excepted)—Steamer for 
San Francisco, touching at all way ports 
on the Sacramento river. 
A . M.—(Sundays excepted)—Passenger 
Train tor Woodland, Williams, Willows 
and Tehama. 
A . M .—(Dally)—San Francisco Passenger 
Train. Connects at Galt with Passenger 
Train for lone and a tLathrop with the 8. P. 
Atlantic Express tor Madera, Newhalj 
(Santa Barbara), Loe Angeles, Toma, 
Maricopa 
(Prescott), Tucson, 
Bsnson 
(Guaymas, Mexico), Deming (A., T. & S. F. 
R. K.), El Paso, and Erst, and Lozier, 
Texas (1644 miles from San Francisco). 
Connects also al Niles for San Jose. 
P . .81.—(Daily)—^Oregon 
Express 
for 
Marysville, Chico, Red Bluff and Redding 
(Portland, Oregon) 
P . M .—(Dally)—Local Passenger Train 
for Auburn and Colfax. 
P . 8I.-y(Daily)— San Francisco Passengrr 
Train, via Benicia. 
P . 81.—(Daily)—Local Train to Lath Top, 
connecting with S. P. Emigrant Train 
for Deming and El Paso. 
P . SI.—(Sundays excepted)— P&ssengtr 
Train lor Woodland and Knight’s Land­ 
ing. 
P . 81.—(Dally)—C. P. Atlantic Exprets 
for Colfax, P.eno (Carson and Virginia), 
Battle 
Houutalu 
(Austin). 
Pali=ade 
(Eureka), Ogden, Council Bluffs and East 


11:39 
11:40 


2:30 
2:40 
3:50 
4:55 
6:15 
"•55 


A. N. TOWNE..................................General Manager 
T. H. GOODMAN____Gen’l Paas’r and Ticket Agent 
jad-4ntf 
Fast Freight & Accomodation Line 
B 
e tw e e n 
s a c r a m e n to j - — 
and Plymouth—Leaving Sac- #^30* ^ w W 
ramento Mondays, Wednesdays and Fnaays *i 7 
a. M., arriving at Plymouth at 3 p. i . Will leave 
Plymouth Tuesdays, Thursdays and Saturdays at 
7:30 a. m., arriving at Sacramento at 2 P. M. All 
orders promptly attended to. 
Sacramento office, 
State House, corner lehth and K streets 
A. O. 
DUGAN, Proprietor._____________________ Jl-tf* 


Sacramento & PlacervHle Railroad. 


O n a n d A fte r M onday, N ovem ber 27,1882 
UNTIL FURTIIRR NOTIC1, 
Trains wil run between Sacramento aud Shingle 
Springs as follows: 
Leave Sacramento for Folscm, Latrobe 
and Shingle Springs...................................7:30 A. M. 
Leave Sacramento for Folsom............... 4:00 P.M . 
Leave Shingle Springs for Latrobe, Fol­ 
som and SacrcmeDto............................... 11:15 A. M. 
Leave Latrobe for Folsom and Sacra­ 
mento.................................................. 
.12:00 M. 
Leave Folsom for Sacramento......................7:50 A. M. 
Leave Folsom for Sacramento......................1:15 P. M. 
mr2-tf 
J. B. WRIGHT, Superintendent. 
For Portland and Astoria (Oregon), 
T 
HE OREGON RAILWAY AND 
y, 
~ 
Navigation Company and Pa- . 
cific Coast Steamship Company will 
dispatch from Speai strcet wharf, (or; 
the above porte, one ol their Now Al Irou Steam­ 
ships, via.: 
Q neen o f ih e P acific, C o lu m b ia . S ta te o l 
C a lifo rn ia a n d O reg o n . 


BAILING DAYS: 
EVE BY 
WEDNESDAY AND SATURDAY, 
At 13 o’clock A. m., 
Connecting at Portland, Or., with St earners and 
Railroads and their connutlrg Stage-Iires fer all 
points in Oregon, Washington and Idaho Territories 
Britlih Columbia and Alaska. 
Ticket Office: No. 214 Montgomery street. 
GOODALL, PERKINS A CO., Agents, 
myS-tf 
No. 10 Market street, San FranctBCO 


LEGAL 
NOTICES. 


t r u s t e e s ; s a l e 
W 
HEREAS, MARTIN C. SCOTT AND ANNIE 
SCOTT, his wife, made a certain Deed of 
Trust to W. B. WHITE and K. E. WILIIOIT, dated 
the twenty-fourth day of October, A. D. eighteen 
hundred and eighty-one, which said Deed of Trust 
is recorded in the office of the County Recorder of 
San Joaquin county, in book “ A,” volume 44, of 
Deeds of Trust, st page 58 and following; aDd iu 
the office of the County Recorder of Sacramento 
county, in book 36 of Mortgages, page 630 and fol­ 
lowing ; the said deed conveying the real property 
hereinafter described, for the purpose of securing 
the payment of a certain promiasory note of even 
date therewith ; and whereas default hasjbeen made 
In the payment of the said promissory note, accord 
iug to tho conditions thereof, now, therefore, under 
the authority vested in said W. B. WHITE and R. 
E. WILHOIT, eai I Trustees, by said Trust Deed, 
and upon the written application of the holder of 
said note, the undersigned, as such Trustees, wiil, 
on the 
M a th D ay o f J a n u a r y , A, D . 1883, 
Between the hours of 10 and 11 a. m.. at the en­ 
trance of the Court house Square, on Main street, 
in the city of Stockton, opposite the Court-house of 
the county of San Joaquin, sell at public auction, to 
the highest bidder, for cash in United States gold 
coin, all the said real property described ns follow®, 
to w it: The pieces or parcels of land situated in tho 
counties of San Joaquin and Sacramento, State of 
California, described as follows : The east haif of the 
northeast quarter rnd the rorth half of the south­ 
east quarter of section thirty-two, and the west half 
of the northwest quarter of section thirty-three, all 
in township five north, range seven east. Mount 
Diablo Meridian, together with the improvements 
and appurtenances thereunto belonging. 
W. B. Vr HITF, 
R. E. WILHOIT, Trustees. 
Stockton, December 5,1882.________d6 law4r.W 
SUMMONS. 
S 
TATE OF CALIFORNIA, COUNTY OF SACRA­ 
mento—as. In the Superior Court, in and for 
saia county. The People of the State of California, to 
FREDERICK GIBSON, greeting : You are hereby 
notified that an action was commenced in the 
Superior Court of the county of Sacramento, State 
aforesaid, by the filing a complaint in tho Clerk’s 
office of said Court, on the 14th day of NOV EMBER, 
1882, in WHich action INEZ GIBSON is plaintiff, 
and you are defendant. That the general nature of 
the action, as appears from said complaint, is as 
follows : To obtain a decree of said Court divorcing 
plaintiff from defendant, on the grounds of willful 
neglect and 
failure to 
provide plaintiff with 
the necessaries of life, end adultery; that plain­ 
tiff be awarded the care and custody of the 
minor child of said parties. Also, for counsel 
fees, costs of suit, alimony and general relief, 
all of which is more fully set forth in the complaint 
on file herein, reference 
to which is hereby 
made. 
And you are hereby directed to ap­ 
pear and answer said complaint within ten days 
from the service of this writ, exclusive of the 
day of eervice, if served on you in said county 
of Sacramento; and within thiity days, exclusive 
of the day of service, if served elsewhere ; and you 
are further notified that unless you so appear and 
answer within the time abo vs specified, the plaintiff 
will apply to the Court for the relief demanded 
in the complaint. 
In testimony whereof, I, Thos. H. Berkey, Clerk 
of the Court aforesaid, do hereunto set my hand 
and affix the seal of said Court, this 14th day of 
NOVEMBER, A. D. 1882. 
[sbal.] 
TH03. H. BERKEY, Clerk. 
By Coas. M. Cog la n, Deputy Clerk. 
Grovr L. J ohnson, Attorney for Plaintiff. 
nl4 law2mW 


ORDER TO SHOW CAUSE. 
I 
N THE SUPERIOR COURT, 
COUNFY OF 
Sacramento, State of California. In the matu r 
of the estate of J. N. FULLER, deceased. J. F. 
CALDFRWO'CD, the Executor of the will of J. N. 
FULLER, deceased, having presented a verified 
petition for an order of sale of real estate of said 
deceased, and it appearing therefrom that a sale of 
said real estate is necessary to pay the debts of 
deceased, and the debts, expenses and charges of 
administration of the estate. It is therefore oiflered 
that said petition be set for hearing for MONDAY, 
January 22, lfc83, at 10 o’clock a. m., at the Court­ 
room of said Superior Court, at the County Court­ 
house, in the county of Saerameuto, and that all 
persons interested in said estate show cause at said 
time and place why an order should not be granted 
to said Executor to sell so much of the real estate of 
deceased as may be necessary. It is further ordered 
that a copy of this order bo published at least once 
a week for four successive weeks before the time 
appointed for raid hearing, in the Sacramento Daily 
Hecoru-Union, a newspaper printed and published 
in the county of Sacramento. 
December 19, 1882. 
ROBT. C. CLARK, 
Judge of the Superior Court. 
Indorsed : Filed December 19, 1882. 
THOMAS H. BERKEY, Clerki 
By Cuas. M. Coolan, Deputy Clerk. 
WniTB & Gkorqk, Attorneys for Executor. 
d20 law4wW 
REDEMPTION O F BONDS, 


N 
OTICE 13 HEREBY GIVEN THAT, IN Ac­ 
cordance with the terms of the Bonds issued 
by the Pacific Rollirg Mill Company, the Directors 
o( fcaid Company have determined by let the num­ 
bers to he redeemed at its Offico, No. 202 Market 
street, in the city of San Francisco, on the 15th day 
of JANUARY, A. D. 1883, with the following result: 
6 
102 
149 
238 
351 
6 
111 
190 
248 
359 
74 
112 
191 
257 
372 
75 
121 
194 
281 
397 
92 
127 
229 
298 
402 
Which bonds will be paid in United 8tates Gold 
Coin on said 15th day of JANUARY, A. D. 1883, 
upon surrender of same with Coupons attached, end 
interest thereon will cease from and after that date. 
Ban Francisco, December 13.1882. 
SECRETARY, 
Pacific Rolling Mill Company. 
Office, No. 202 Market street, San Francisco. 
dl5 4plm 
_______ 
PHOENIX M UXS, 


CEO. SCHR0TH A CO., PROPRIETORS, 
SACRAMENTO, CAL., 


Manutactniers of finest brand cf 
NEW PROCESS FLOUR. 
A 
l s o , c o r n m e a l, c r a c k e d w h e a t 
Oatmeal Buckwheat and Graham Flour 
nl-ipti 


MISCELLANEOUS. 


’v ? 7 T O 
L. L. LEWIS & CO.’S1 
G B B A T 


C L E A R A N C E 
S A L E ! 


it,,Sj Í , 


Preparing for Our Im 
mense Spring Stock ! 


200 DOZEN GDPS A O SAUCERS, 
_A_t 35 cents per dozen. 


150 DOZEN HANDLED GDPS AND SADGEES, 
_A.t 50 cents pen dozen.: 


500 DOZ.IRONST’NE GH1NADINNER PLATES 
_A_t 90 cents per doz. 


300 FIVE-BOTTLE CASTERS, 
. 
A.t ®1 Each. 


200 BEAUTIFUL SILVER-PLATED CASTERS, 
At SBQ Each. 


A NICE LITTLE GLASS CASTER, 50 CENTS. 


¡ t i BE AUTIFDL GLASS W ATERPITCHER, LARGE 
Eor 50 cents Each. ‘“1 


A GOOD STAND LAMP, ALL COMPLETE, 
For 35 cents. 


x TABLE KNIVES, SILVER-PLATED HANDLES, 
SB1 50 per set. 


Other Goods too numerous to mention, at 
correspondingly low prices. 


BUSINESS CARDS. 


liTfi-y. 


'£ « tv 
¡S' C all a n d E x a m in e o a r NEW KIND OF TAKLE IVABE— 
" 
b e a u tif u l p a tte rn * , a n d p rice* v ery lo w . 
, [ 


L 
. L 
. L 
e w 
i s & 
C 
o 
. , ^ 
//■: 
^ 
.y 
No*. 502 a n d 501 J * t., a n d No. I0C9 F ilth St., S a c ra m e n to . 
I f f - 


Baker & Ham ilton, 


SACRAMENTO AND SAN FRANCISCO 


IMPORTERS 
a n d 
m a n u f a c t u r e r s 
o f 
AGRICULTURAL IMPLEMENTS, 
MACHINES, ETC., 


A G E N T S 
F O B 
T H E 
Gale 
Chilled 
Iron 
Plows, 
Collins’ Cast Steel 
Flows, 
Cast Iron Flows, 
Corn Bhellers, Feed 
Cutters, Gem Seed 
S o w e r 8, 
B a i n 
Wagons, 
R a c in e S p rin g W agon*, F is h ’s C a rriag es a n d B a g g ie s, B e n ic ia A g r ic u ltu ra l W o rk s 
S p rin g W agon*. 


Moline Steel Plows, 
Eureka Gang Flows, 
Gorham 
Combined 
feeder and Culti­ 
vator, 
Barrows, 
Cultivat­ 
ors, 
Seed Drills, Fan Mills, 
Cider Mills, Etc, 


HARDWARE! 


Nail9, Shovels, Axes, Rope, Screws, Bolts, Powder, Caps, Fuse 
Guns, Hose, Belting, Bolts, Cutlery, Cartridges, Handles, Rivets, 
...............................Wire, Plain Fence Wire, Barbed Fence 
Iron, Coal, 
Wire, etc. 
Steel, Baling 
au23-4ptf 


S I B 
I G 
T R 
E K 
” 
S T O R E S . 
Choice Shelled Raisins (per pound)................ 
New Citron and Lemon Peel (per pound).. . . 
New Zantc Currants (per pounds....................... 
Sultana Seedless Raisins (psr pound)............. 
Mountain Sweet Cider (per gallon)................ 
Nine pounds Extra Whito C Sugar................... 
Ten and a half pounds Island Sugar................. 
Eight pounds Granulated Sugar........................ 
Five gallons Star Oil........................................... 
Five gallons Pearl or Continental Oil, 150‘ 
fire te s t................... ........................................ 
Five pound Tin Breakfast Mackerel................. 
Five-pound Can Lard.......................................... 
Roasted C. R. Coffee, 5 pounds for................... 
Grt-c i C. R. Coffee, 8 pounds for....................... 


$0 12J 
0 30 
0 12* 
0 25 
0 75 
1 00 
1 00 
1 00 
1 50 


1 35 
0 50 
0 80 
1 00 
.1 00 


Green Salvadore Coffee, 9 pounds for................. $1 00 
Choice Fresh Roll Butter (per roll)........................0 65 
Good Cooking Butter (per roll)..............................0 55 
Fresh Eggs (per dozen)...........................................0 40 
Cape Cod Cranberries (per gallon)........................0 75 
California Walnutg (per pound)..............................0 05 
Engl sh Breakfast Tea (per pound)........................0 £0 
Our Imported Jar Tea still going a t.................. 0 40 
Choice New Orleans Molasses (superior to any 
we have seen for years)................... per gallon 1 10 
Dirk Island Molasses (per gallon)..........................0 50 
Two and a half pound Can Strained Honey, in 
Fruit Cans....................................................... 0 30 
Mixed or Plain Pickles (in 1-gallon jars) 
0 65 
Mixed Nuts (per pound)...................................... 9 20 


SEND FOR ONE OF OUR PRICE LISTS, WITII FULL LISTS OF GROCERIES. 
T . H . COOK d CO ., c o rn e r E ig h th a n d J a ire e ta , S a c ra m e n to . 
nl7-4p3m 


NEW HARDWARE & AGRICULTURAL IMPLEMENT STORE, 


a s e 
2 17 and 2 1 9 J Street, 
Between Second and Third - 
Sacramento, Oak, by 
a. & A. HEILBRON, 
W 
h e r e a f u l l l i n e o f s h f . l f a n d h e a v y h a r d w a r e o f t h e l a t e s t im p ro v e d 
patterns can always be found. Also, a (nil and complete line of Farm Implement*, as follow* : 
Moline Steel Plows, Coilina’ Cast Steel Plows, South B nd Chilled Plows, Avery Steel Plow, J. T. Cases 
Chilled Plow?, Sidc-hill Steel and Cast Plows, and common Cast Iron Plows, Buckeye Gang Plows (the bon 
in the market), and in fact Plows of all kinds and descriptions, adapted to all kinds and conditions of soil, 
and a full line of extras for all Plows sold in the market. 
Wooden Harrows, from 30 to 100 teeth in each. 
Also the celebrated Beauregard Channel Iron Harrows; Cahoon and Gem Seed Sower, as well as the Buck­ 
eye Broadcast Seed Sower, with Cultivator Attachment and Buckeye Drill. In fact, we propose to be one 
of the leading houses on this coast, and second to none. We trust our effort! will meet with tho approval 
of the public of the Pacific Coast. Please call and examine our stock before purchasing elsewhere. 
A. & A. H CILBRON . 
nl6-4p 
E L? G R E E N . M an ag er. 


MISCELLANEOUS. 


S 
f r 
S 
k 
? 
Y 
PRICE 50 Cts 


a n i h h e d i a t e a n d p e r m a n e n t c t r e 
ror COIGH*. COLDS, ASTHMA, BRON­ 
CHITIS. CROCP. INFLUENZA, CATARRH, 
LOSS OF VOICE. In cipient Consumption, 
and n il Disease* o f the Throat and Lang*. 
Ask for the California Pulm onary Balsam, 
and take no other. 


CVBOLD BY ALL DRUGGISTS. ■ » 
J. R. G-ates & Co., 
PROPRIETORS, 
417 Sansome st., San Francisoo. 
n2-344pMA*wtIW8 


T h e P io n eer B ox F actory 


S till A h ead o l ■ 
C o m p etito r» . 


a 
O 
O 
V C U 
S m 
0 
w 
o o u r a 
Front and ■ Street*.. 
n2-tptf 


GS0GEBIE8, 
LIQU0E3, 
ETC, 


W ILCO X, PO W ERS & CO ., 
I 
MPORTERS 
AND 
WHOLESALE 
LIQUOR 
Dealers. 


NO. 505 K STREET.. .fdl-4ptf]... .SACRAMENTO'* 
EX TR A C LEA N 
KENTUCKY BLUE GEASS SEED! 


JUST RECEIVED. 


p 
. s c . R 
X 
J 
S 
s 
n 
i i X 
i , 
No. 71» J s tr e e t,— [au22-lm]. ..S a c ra m e n to . 
EB N ER BRO S., 
I 
MPORTEEtS AND WHOLESALE DEALERS IN 
W INES AND LIQCOKS, 
No*. 116 and 118 K *tre«t, between Front *nd Sec­ 
ond, Sacramento 
m25-4plm 


& 


COAL OIL STOVES. 


ALL SIZES FOR COOKING OR PARLOR 
USE- Send for Circular and Pncee. 
:W fE«T EK A CO., 17 New Mont­ 
gomery street, San Francisco m27 4ptf 


R. H. BYERS. 
I R 
T 
A 
K 
a R 
, 
Bo. CM K i t , bet. Sixth and Seventh, 
SACRA M KNTO._________ 


«G T R U B E R C S R , 
T R O B 
AND 
BRASS 
FOUNDER AND MA­ 
I 
chlniat. Front and N street*. Manufacturer ol 
Glttenberzer’i Hone Powers, Patent Ground Roller 
•nd Clog Crusher and Barley Mill*. All kinds of 
ratülo Pipes. For ade, Three Miller Patent Bay 
dl-tplm 
Hydrau 


A . M . SM ITH . 
J ^ O . 412 J STREET, PRACTICAL PLUMBER 


and Gasfitter—Work done on the most approved 


Sanitary principien____________________ dl-4ptt 


R . H . P E T T IT . 
NTBTHOLESALE AND RETAIL DEALER IN 
V Y Foreign and Domestic Cigars, Tobacco, Cig­ 
arette*, Pipe*, etc. Always on hand a full stock ol 
all ciaasee of (food* In my line. 
R. H. PETTIT. 
__________ n6-4plm 
_______ 


JO H N EITKL 
á 
SSAYEK AND CHEMIST, No. B17 J STREET 
Sacramento, Cal. All Aanays and Chemlca 
y»is accurately carried out at rhort notice an, 
moderate rates. Mining Property Sold and Gola 
Purchased. 
Instructions given in Blow-plpe Assay­ 
ing. (SiisD to r Circular.)_____________n2-4plm_ 


JA M ES H cG F IR E , 
■%/rANUFACTURER 
OF 
ROAD SCRAPERS 
1 V 1 Iron Doors, Jail Cells, Shatters, Railings, 
Gratings, Housework and Blackemithlng in general. 
No. 620 K street, between Fifth and Sixth. Second, 
hand Docisfor taie. 
au23-4ptt 


R . L. B IL L ! N*.8 a CO., 
TMPORTER8 
AND 
WHOLESALE DEALERS 
I 
In Fine Brandies, Wine* and Liqnors. Agent* 
for Dr. Jaffe’s Celebrated Cinchona B itte n ; also. 
agents for Litton Springs Seltrer Water, Sonoma 
county, California. N o .r * ~ ^ ----- ------------ ” — 
and Fifth 
. I l l K street, between Fourth 
au25-iplm 


u 


H. r. SOOT. 
ALSX. OTLSOK 
1. DSUSOCU. 
ROOT, NEILSON A CO., 
NION 
FOUNDRY—IRON AND 
BRA88 
Founders and Machinists, Front street, be­ 
tween N and O. Castings and Machinery of every 
description made to order.____________au24-4i>lm 
185B. 
F. FOSTER. 
1882. 


JgOOKBINDER, PAPER-RULER AND BLANK. 


Book Manufacturer, No. 319 Jgtrect, between 


Third and Fourth, Sacramento. 
au20-4ptf 


J . A . CUNNINGHAM, 
ACRAMENTO BOILER AND IRON WORKS, 
I street, between Front and Second, Sacra, 
mento. Manufacturer of steer:’. Boiler*, Sheet lion 
Work, etc. Also, all kinds of Re • «ring. Chang ng 
Portable Boilers from Wood to £*raw Burners a 
Specie tv1 
*u6-4ptf 


L CARL* 
«. J. SROLT. 
C IR L E A CROLY. 
C 
ONTRACTORS AND BUILDERS, ARK PIUE- 
pared to do all kind* of work in their line, In 
city or country. Principal place of business, Sacra­ 
mento. Shop, No. 1114 Second street, between K 
an L. Poetoffioe Bex, No. 410, Sacramento. 
au!6-4ptf 


LOEIS SLOBS A CO., 
D 
e a l e r s , c o r n e r o f f r o n t a n d 
l 
streets. 
Highest price for Hides, Sheep 
Pelts and Tallow 
Butchers supplied with Salt, 
Paper, latest improved Sausage Machines, Staffers, 
Le-rd Presses, etc. Prompt caah returns made for 
all consignments. 
a!8-4pt! 


ATTORNEYS AT LAW. 


S. C . DENSON, 


^TTORNEY-AT-LAW — O F F I C E : METRO- 


poiitan Block. 
A trance next to Metro­ 


politan Theater. 
d29-tl 


T H E 
FIR M 
OF 
BEATTY, BEATTY A 
BEATTY, 
A 
TTORNEYS AT LAW, SACRAMENTO, CALI­ 
fornia, was dissolved December 12,1SS2, Adam 
Beatty withdrawing. The business will ho continued 
by the remaining partners under the firm name of 
H. O. & W. H. Beatty._________________ nl-lptf 


CHAS. I. JOHXS. 
KD. X. HART». 


JO N ES A M A RTIN, 
A 
t t o r n e y s - a t - l a w , n o . 607 i s t r e e t , b e . 
tween Sixth and Seventh, Sacramento. 
_______________ n24-4plm 


GROVE L . JOHNSON, 


^TTORNEY-AT-LAW—OFFICE, FIFTH ST 


between I and J. Residence, No. 2071 street, 
between Seventh and Eighth. 
nl0-4olm 


8 . B. BA TBS. 
A C. FBRKMAB. 
FREEM AN A 
BATES. 
J AWYERS—OFFICE, NO. 916 FIFTH STREET, 


between I and J, Sacramento, Cal. 
au27 


t . 
b . McF a r l a n d . 


^¿^TTORNEY-AY-LAW-OFFICE, NORTHEAST 


corner of J and Second streets. Residence, H 


street, between Fifteenth and Sixteenth. 
a9-4nlm 


DENTISTRY, 


BESO TEK I, 
D 
R. F. M. SHIELDS, 
DENTIST,* 
to No. 525 J street, between Fi.th/ 
and Sixth, where ho will be pleased to eee^ 
his friends._________________ 
dl6-tf 
W. WOOD, 
D 
e n t i s t , 
q u in n ’s 
b u ild in g , 
northeast corner Fourth and J ( 
streets. Artificial Teeth inserted on all' 
bases. Improved Liquid Nitrous Oxide 
painless extraction of teeth. 
Gas for 
au¿ó-tf 


D 


NY. H . H A B E . II. D . S ., 


KNTIST, NO. 606 J STREET, BE- 


tween Sixth and Seventh, Sacramento. 
all-4plm 


H . H . PIE R SO N , 
D 
e n t i s t , 415 j s t r e e t , b e tw e e n , 
Fourth and Fifth, Sacramento. Aril-A 
8<dal Teeth inserted un Gold, Vulcanite" 
and all base*. N trous Oxidé or Laughing Gas ad 
ministered for pain!cm extraction of Teeth, auli-lm 


D B S . B R E M E R A SOCTHTYOBT.I, 
D 
e n t i s t s , s o u t h w e s t c o r n e r , 
of Seventh and J streets, in Bryte’a / 
n:w building, np stairs. Teeth extracted" 
without pain by ths ose of improved Liquid Nitrous 
Oxide Goa. 
aul6-4plm 


PHYSICIANS AND SURGEONS 


B B . d e D E B U T . 
O '* Q EIGHTH STREET, BETWEEN H AND I. 
O L o Hours—9 to 10 A. M , i to 3 and 7 to 8 
r. M. Consultation*: Ecglish, French, Gcrmin. 
Avie en Frangais, Anglais, Aileraand. Consulta- 
tionen: Deutach, Englisch, Franao*i*ch. 
d23 tf 


G . D A R T, M. D „ 
P 
HYSICIAN AND SURGEON (HOMEOPATH- 
iat). Residence, No. 1818 Q street, between 
Eighteenth aud Nineteenth. Office, P27 J Ftrcet 
(over Dale’s), Sacramento, Cat. Special attention 
given lo diseases of the heart anti lungs. Office 
Hour*— 9 to 11 A. M.; 2 to 4, and 6 to 8 p. u. dlD-lm 


W M . ELLERY BRIG G S, M. D ., 
O 
CULIST, AURIST AND PHYSICIAN FOR 
Diseases of the Throat. Office, 423j J atrae., 
corner of Fifth, over Sacramento Bank, Sacramento, 
Cal. Hours—9:30 to 12 A. M.; 1 to 4 P.M. Sundays— 
9:80 t o l l a. n.: 1 to 4 p. K. 
dl-tf 


o 


DR. HATCH, 


FFICE, 316 1 STREET-OFFICE HOUR8 |9 


A. 
and 12:30 to 2 p. M. 
dl-tf 


D R . A . K. BRITNE, 
G 
r a d u a t e 
o f 
t h e 
u n i v e r s i t y 
o f 
Berlin, Germany, and of the Medical Coliego of 
the Pacific, San Francisco. Office and ttsidence, 
621 j street betwocn Fifth and Sixth, Sacramento. 
Office hours, 9 to 11 A. M., 3 to 6 and 7 to 8 P. M. 
nlS-tf 


o 


WALLACE A. BRIG G S, M. D. 
FFICE AND RESIDENCE, NO. *12 J STREET, 
Bar ramento. 


OSBcc Honra i 
( 8 to 9 A. M. 
1 
•j II A. H. to 2 P. M. V nl2-4p‘J 
( 6:80 to 8 P. M. 
) 
_____ 


D R . LA1NE, 
X JH Y SIClnN AND SURGEON.-OFFICE AND 
1 . 
Residence, No. 823 J street, between Third 
Fourth. Hours : 8 to 10 A. M-, 3 to 5 and. 7 to 8 P. 
Office of City Superir .end mt of Public School* at 
same place. 
n5-4plm 


W . A . 9E G H SO N , M . » ., 
H 
OMEOPATHIC PHYSICIAN AND SURGEON. 
Office, southwest corner of Ss'enth and 1 
»treot«, in Bryte’a new b u i l d in g , up jUira. Resi­ 
dence, southeast comer of Seventh and N streets, 
Sacramento. Office hours: 1 to 3 and 6 to 8 P. M. 
_____________a u 2 6 - 4 p l m 
_______________ 


D R . W . H . BALDW IN. 
O 
FFICE 
AND 
RESIDENCE, NORTHEAST 
oorner of Second and K street*. Office Hour*: 
10 A. M. to 12 M. ; 3 P. M. to 6 p. M. ; 7 P. *. 
n28-lm 


D R . NIXON. 
O 
FFICE AND RESIDENCE, M STREET BE­ 
tween Ninth and Tenth, Noa. 918 and 920. Will 
visit t h e Railroad Hospital daily at 9AO A. u. Office 
hoars—8 to 9 a. 
1 to 8 p.m. , and evenings aul4-lm 


J 7 F R A N K 
cSHrkT 


I f c l t B l i B * 
I t , U L J a U R . 


Always, a O fp lMa sto<¡$ la Mere. 
Oooatrj 
ceden reoetve prompt attention. 
> 1 «elm 


T O T Z Z MiULER, 
E SP ERTABA* » . 


FFICE IN ODD FELLOWS’ 
Ninth and K street*. 
Complete 
DIRT AKERS’ (JtKJDR constantly os 
City and cenntry order* promptly *t- 
io, day or flight, at reaoonable reia*. [el 


TEMPLE, 
pfete stock 


.A. J . VCM M LVA, 
J 
Ir f o e u r a id Undertaken,' 
«elfo. 5M J atrset, bet. Fifth aad 
M oe hand a large uaon m ait of 
tint WMden Caaktle, Burial Casce and 
foroudefumiafeed and Tunera! Wreath* 
I 
OaAa orders wtH rsoetve prompt 
oe short notice and at ihs-roweatriAe*. 


